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What can you expect from Fronius? We are committed to improved business practices to make working with 


Fronius an exceptional experience, including: 


Expanded production and inventory: 
We have significantly expanded our production 
capacity and in-stock inventory to ensure prompt, 
on-time delivery of your order. 


Expanded product line: The CL PV central 
inverter is now available in sizes 33 to 60 kW. The 
CL delivers Fronius’ innovative technology to those 
who need larger inverter capacity for commercial 
applications. In addition, Fronius now has solutions 
to facilitate Modbus communications. 


Improved pricing: Our state-of-the-art 
solar inverters are now available at substantially 
improved pricing. 


20-Year Warranty: As part of our long-term 
commitment to our customers, we now offer a 10-Year 
Warranty extension on our IG and IG Plus inverters, 
adding to Fronius’ standard 10-Year Warranty. Quite 
simply, we build our products to last. 


Contact your authorized Fronius partner about 
special pricing on all 5 and 10-Year Warranty 
extensions through June 30, 2011. 


Improved products: From better communication 
options for the Datalogger Web to improvements in the 
popular IG Plus inverter series, including an expanded 
operational temperature rating and an external DC 
disconnect, Fronius is always working to make our 
products work better for you. 


Fronius Service Partner (FSP) program: 

In an industry first, we have created the FSP program, 
which will train installers to diagnose and repair inverters in 
the field as only factory-trained technicians were previously 
able to do. This will reduce travel and labor expenses, 
while getting systems back up and running quickly. 


Interested in learning more? Visit www.fronius-usa.com, or call 810-220-4414. 
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CELEBRATING HIGH PERFORMANCE 


REC modules were amongst the top performers in the Photon field performance 

test 2010. The independent comparative field study shows that our modules generate 
more electricity than all other leading brands. We are continuously improving our 
performance producing 245-watt modules this year. Being amongst the best means 
better value for our customers. 


To learn more please visit recgroup.com e R (- C 
at 
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The Ta orn et Need 


AEE Solar’s Renewable Energy Design Guide & Catalog, now in 
its 30th edition, has been called the bible of the business: It’s full 
of the latest renewable energy products and services, plus technical 


info and tips for design, installation and usage you simply cannot get 
anywhere else. 


Become an AEE Solar dealer and get access to this invaluable resource 


and more, including best-in-class training, unparalleled tech support 
and AEE Express - your one-stop online energy store 


“Whether we need to strategize or design, find ways to be cost competitive, 
or get help at the 11th hour, AEE Solar always provides reliable, considerate 


and expedient customer support. With AEE as our partner, we feel like we 
have a finger on the pulse of the bigger picture 


ADAM THURRELL 


Integrated Solar Applications 
800-777-6609 
O ar www.aeesolar.com 
sales@aeesolar.com 
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Get REC’s New High-Efficiency 


Peak Energy Module from 
AEE Solar! 
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Innovation has a name. 


Cirrex’ Solar 
Runs On The Sun 


Chromagen 


Solar Water Solutic 


Cirrex’ Solar Thermal Systems from A. O. Smith 


The Cirrex is more than just a solar water heater—it’s the ultimate solar thermal 
solution. High efficiency ratings, long life, and reduced carbon emissions 
are just a few things that make it an irresistible choice for environmentally 
conscious homeowners. With utility costs for water heating reduced up to 
70%, the Cirrex is a wise choice for everyone. 


The time has never been better to invest in renewable energy. 
Demonstrate your own green initiative today with Cirrex. 


= Provides up to 70% of energy needed for 
water heating directly from the sun 


= 16 solar water heating systems—one, two, 
or three collector configurations 


= All solar water heating systems are SRCC 
certified OG-300 


= Solar Energy Factor (SEF) ratings up to 10.1 


= Eligible for federal tax credit of 30% of the 
total installed cost 


www.hotwater.com 
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All the Right Gear 


One stop shopping saves you time and 
money. We provide access to literally 
thousands of products, large and small. 
This includes PV modules, inverters, power 
optimizers, mounting hardware, solar security 
and everything in between. 


Design Services 


We offer comprehensive engineering and 
design services, assisting dealers with 
extraordinary support- from residential all the 
way up to big commercial PV systems. 


Professional Development 


We offer training programs and seminars at 
all skill levels, including product, technical and 
hands-on classes, some qualifying for NABCEP 
continuing education credits. 


Expert Financing 


We have financing professional on staff who 
are experts in the securing of residential loans, 
leasing agreements, equity loans and lines of 
credit, and a variety of rebates for you and 
your customers. 
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YOUR SINGLE SOURCE DISTRIBUTOR FOR RENEWABLE ENERGY. 


SHARP www.dcpower-systems.com | 800-967-6917 & www.solardepot.com | 800-822-4041 
solar electricity 


£ Facebook Special! 


Easily browse and share our content 
with your Facebook friends. Enjoy 
special subscription offers, promotional 
discounts, reader comments, editors’ 
notes, and much more: 
facebook.com/homepower 


iOW pn Twitter! 
Watch for bite-size article teasers, 
renewable energy event information, 
sneak peeks at upcoming coverage, 
subscription specials, and topical 
retweets: twitter.com/homepowermag 
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Share an inspiring Home Power article on 
Facebook, Twitter, Digg, StumbleUpon, 
and many other services: 
homepower.com/articles 


Events lendar 
Search, browse, or post RE events: 
www.homepower.com/events 


Search and browse more than 1,900 
articles in PDF: 
www.homepower.com/articles 


Back I 

Subscribers and HomePower.com 
members can access and download 
three years of back issues (18) in PDF: 
www.homepower.com/backissues 
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Vince Culp of Energy Unlimited inspects 
an Endurance S-343 wind turbine in 
preparation for raising it into the wind. 


Photo: Shawn Schreiner 
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Before you get swept away with 
a wind system, check out our 
turbine buyer’s guide. 
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A community solar power plant 
offers members an innovative 
way to tap into renewable 
energy. 


VW troubleshooting 
Justine Sanchez 


New PV troubleshooting tools 
can help you spot—and solve— 
potential problems. 


Ken Gardner 


Build your own lift to get PV 
modules from the ground to the 
roof. 


adi speed 
lan Woofenden 


Understanding wind speed can 
help you size your wind-electric 
system correctly. 
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Shawn Schreiner 


Since the onset of Japan’s post-tsunami nuclear crisis, I’ve been fielding energy- 
related questions from friends and family. The common thread is along the lines of, 
“How do we replace nuclear with solar?” The answer is a complicated one. It gets 
into descriptions of conventional base-load energy sources like nuclear, coal, and 
hydro-electricity, and what are currently considered to be intermittent energy sources, 
namely solar- and wind-powered electricity. Understanding this interrelationship is 
key, and Home Power’s solar-electric system (see photo) can serve as an example. 


On an annual basis, our company’s PV array generates more than enough 
energy to offset our local staff’s usage, including energy-intensive space heating 
and air-conditioning. But like the majority of grid-tied solar-electric installations, 
Home Power’s system does not include energy storage. During cloudy weather, our 
building often requires more energy than our PV array generates, and at night, we 
run on grid electricity entirely. In both of these instances, we rely on the conventional 
energy sources that make up the bulk of base-load generation. 


Here in Oregon, the primary electricity source is hydro, mostly coming from the 
Columbia River basin. Another 30% of the electricity generated in the state is fueled 
by natural gas, with coal contributing about 7%. In most states, nuclear power is also 
part of the mix. Point being, if you install a PV system, and even if it offsets more 
than your cumulative usage, you’re not off the hook. You will still be tapping into 
primarily nonrenewable base-load energy sources on a daily basis. 


That’s the reality today, but it won’t be in the future. As renewable generation 
capacity increases and continues to come down in cost, a decreasing percentage of 
the base load will be made up of conventional energy sources. And as the grid gets 
smarter, it will include more sophisticated weather forecasting and energy-source 
control, which will effectively manage and distribute clean energy both locally and 
regionally. Renewables will no longer be an intermittent energy source—they’ll be 
the core component of a better base load. 

—Joe Schwartz, for the Home Power crew 


Think About It... 


“We have oil dependence problems. We have nuclear power safety issues 
and waste disposal problems. We have the difficulties of getting a lot of the renewables 
like wind and solar up to scale and we have a really hard challenge convincing people 
that energy efficiency is actually the most effective way to lower our energy costs and usage.” 
—Hillary Clinton, Secretary of State, March 16, 2011 
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It’s that easy. 


The Magnum Panel (MP) system from Magnum Energy makes ordering and installing inverters and 


balance of system equipment easy and convenient. 


Easy to install: 

With panels pre-wired and all connections 
front-mounted, including AC and DC breakers, 
the MP is easy to install, saving labor costs. 


Easy to expand: 

Start with just one enclosure and one inverter 
and, depending on your MP Panel model, easily 
expand to two, three, or four inverters in the 
future using MPX Extensions. 


To learn more about the MP system, the MagWeb, and 
other Magnum products visit www.magnumenergy.com 


Easy to handle your power needs: 
Depending on the system, the 60A or 125A 
bypass breaker and 500A or 1000A DC shunt 
easily handles your total system power. 


Easy to monitor: 

Monitor your Magnum inverters and 
accessories easily on the web with the 
MagWeb. Using your always on Internet 
connection, the MagWeb makes live and 
historical conditions available to you 
through your web browser. 
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Quality 


© Recognized leader worldwide 
© Rugged, quality power products 
© Manufactured in the USA 


Power 


© Reliable power, where you need it 
© Complete systems and components 
© Off-Grid, Backup or Grid-Interactive 


Service 


© Knowledgeable and caring service 
© People empowered to help 
© Tech Direct = 360.618.4363 


Warranty 


© New 5-Year Limited Warranty 
© Your power - Anywhere 


Scan with your smartphone for 
more information. Text “scan” 
to 43588 to install ScanLife. 
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To subscribe, renew, change, or inquire about a 
subscription: 


800-707-6585 or 541-512-0201 
subscription@homepower.com 


www.homepower.com/subscribe 


Back Issues 


Many of our back issues are available in print and/ 
or online in Adobe PDF. Our first 131 issues are 
also compiled on DVD-ROM. More information at: 


www.homepower.com 
Order online or by phone: 
800-707-6585 or 541-512-0201 


Submissions 


For inquiries and information related to editorial 
submissions, write to us at: 


submissions@homepower.com 


www.homepower.com/writing 


Website 
www.homepower.com 
Send your comments regarding the site to: 
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The new MATE3 Advanced System Display and 
Controller provides easy, yet powerful command of 
your complete OutBack Power system. An intuitive 
user interface and integrated setup wizard makes 
programming quick and seamless. Improved tactile 
buttons and a programmable “favorite” key offers 
immediate access to the features you want, while a 
scroll wheel interface supports easy adjustments. 


Program, monitor and manage entire system 
User friendly interface 

Intuitive menu structure 

Easy-to-read graphical display 
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SD card included for increased data logging capacity 
Field upgradable 

Internet enabled 

Features new OutBack Power 5-year warranty 
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RELIABILITY MEANS EVERYTHING. 


When you're worlds away from the grid — when you're totally dependent on alternate power sources — you're in Trojan territory. I's a place 


where reliable power is absolutely essential — and that’s exactly what Trojan’s line of flooded, AGM and gel Renewable Energy batteries deliver. 


Es Irojan. 


specialized technical support teams and a world-class warranty — Trojan means reliability. Be ie nee 
Clean energy for life. 


Exceptionally dependable and powerful — Trojan’s proprietary deep cycle technology and 
over 85 years of battery knowhow make it the most reliable battery in the industry. Backed by 


Regardless of the application, when it comes to renewable energy storage and backup power, reliability means everything. 


Available worldwide. For more information, call (800) 423-6569, +1 (562) 236-3000 or visit us at TrojanBatteryRE.com 
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solar Gardens a Growing Trend 


For years, Steffen Bradley considered the idea of putting 
PV modules on his 1950s ranch-style home in Ellensburg, 
Washington. Every now and again, he’d take a lap around 
his yard, hoping this time he’d find a novel way to overcome 
shading issues posed by the many trees on his and his 
neighbors’ lots. For urban solar systems, it’s a common 
challenge encountered in older neighborhoods—big, beautiful 
trees make the community attractive but prevent good solar 
access on roofs. 

Fortunately, alternatives are springing up in communities 
across the country. Steffen counts himself lucky to live in one 
that has embraced an innovative solution to on-site solar: 
community solar arrays, sometimes called community solar 
gardens or farms. The concept? Provide a large, centralized 
PV power plant, allowing individuals who are otherwise 
unable to put PV on their roofs to invest in and benefit from a 
local, clean, renewable energy source. 

With help from the Bonneville Environmental Foundation 
and Washington State University’s Northwest Solar Center, 
the community built one of the first solar parks in the United 
States. The Ellensburg Community Renewable Park has grown 
from 36 to 111 kW through buy-ins from local residents, who 
benefit from the park’s energy generation. Residents can buy 
in as much as they’d like—up to the point of zeroing out their 
monthly electricity bills. 


Courtesy City of Ellensburg 


Steffen and his wife, Carin, invested $1,000 in the second 
phase of the park and plan to invest more in future phases. In 
return, the couple receives credits on their electricity bills for 
a portion of the system’s production over the next 20 years. 
They also qualify for the $0.30 per kWh state solar incentive. 


No Solar Site? No Problem 

Solar gardens put emphasis on small- and medium-scale 
distributed generation. Unlike large utility-scale solar 
facilities, these smaller, shared systems are closer to home, 
ideally on an existing, large rooftop or otherwise unusable 
land. 

The primary push for these shared systems stems from the 
fact that on-site generation is not feasible for the majority of 
people. According to a 2008 study by the National Renewable 
Energy Laboratory, only 22% to 27% of residential buildings 
are suitable for hosting a PV system. 

Most recently, the concept has gained momentum in 
Colorado, in part due to increasing concerns over “energy 
sprawl” from large-scale PV farms in the San Luis Valley. Aside 
from aesthetic concerns for the landscape, a point of contention 
among area residents was that the energy generated was not 
being sold locally, but rather exported to the Denver area. 

“Locally produced solar is the best kind of solar. Using 
rooftop solar gardens instead of industrial solar farms helps 
protect important landscapes like 
Colorado’s San Luis Valley,” says Joy 
Hughes, founder of the Solar Garden 
Institute, a nonprofit cooperative 
that advocates community-based 
energy development. The group was 
instrumental in getting state lawmakers 
to pass the Community Solar Gardens 
Act last year. 

The new legislation mandates that 
the state’s investor-owned utilities 
provide net-metering credits to those 
who subscribe to solar gardens. The 
legislation allows groups of at least 10 
subscribers to collectively own a share 
of a solar system in the county where 
they reside. 


Ways To Grow Solar 

Other utilities have followed 
Ellensburg’s example and set up 
similar programs (see map on 


pages 16-17). At least a half dozen 
other entities and citizen groups 
are developing community-shared 
systems. That number is expected to 
rise as regulatory hurdles come down 
and models evolve. 

Barriers to third-party power 
purchase agreements present a significant 
obstacle for community solar arrays, says 
Laurel Varnado, a policy analyst for the 
North Carolina Solar Center. 

“Tf the state doesn’t have a vehicle 
for third-party power purchase 
agreements (PPAs),” she says, “then the 
group is forced to resort to cumbersome 
contractual agreements with their local 
utility to sell power to the utility.” 

A variety of economic structures, each with unique 
advantages and disadvantages, has been used to bring these 
systems on-line. Leases and PPAs are most common, but 
in some cases, subscribers form an organization such as a 
limited liability corporation, a co-op, or a nonprofit. 

Many programs utilize some form of virtual net-metering, 
which allows multiple individuals to receive credits on their 
electricity bills for a portion of one PV system’s output— 
though specific rules vary. 

Currently, only nine states have laws in place that allow 
community or shared-system net-metering. Each has taken 
a different approach, adopting unique policies for dealing 
with joint ownership and billing, utility involvement, and 
meter aggregation, according to Varnado. For example, 
the parameters for participants’ geographic dispersal and 
incentives eligibility vary from state to state. 

Other states, including Maryland and Connecticut, are 
considering changing their net-metering laws to address 
metering issues related to community solar, Varnado says. 
At the federal level, the Solar Uniting Neighborhoods Act, 
sponsored by Senator Mark Udall (D-Colo.), aims to extend 
the existing 30% federal renewable energy tax credit to group- 
owned solar installations. 


Breaking Down the Barriers 

A roadblock for grassroots efforts is that subscriptions to solar 
gardens are, by definition, financial securities and subject to 
federal and state regulations, says David Brosch, a founding 
member of the University Park Community Solar project in 
Maryland. 


renewable energy in the spotlight 


ot. George, Utah 


Courtesy City of St. George 


Brosch and his neighbors in University Park have done 
what few others have, creating a community solar garden that 
is independently run and funded. The project—a 24 kW array 
on the south-facing roof of a local church—took more than 
two years to bring to fruition. Their inspiration came from 
the fact that many of their homes did not have suitable solar 
access due the area’s expansive canopy of trees. 

“We were a bit naive going into the process. Securities 
regulations are rather complex, and each state is different,” 
Brosch says. “We quickly learned that it is very difficult for 
the small folks to do what the big companies do all the time.” 

The group—University Park Community Solar (UPCS)— 
started from scratch, working through all the issues of 
insurance, utility connections, and accounting. Attorneys 
and advisors helped them explore the pros and cons of how 
different businesses handle tax structure, ability to pass 
through profits, and eligibility for available incentives. 

Ultimately, UPCS formed a limited liability corporation 
and took on 35 investors, at levels ranging from $2,000 to 
$15,000, to fund the $130,000 installation. The group set up 
a PPA, in which the church buys the generation from the 
system for 20 years, at a rate slightly lower than the utility 
rate. They also played a hand in helping change the state’s 
net-metering law so that the utility pays the group for any 
excess generation fed back to the grid (see map). 

To comply with state securities regulations, UPCS could 
not have more than 35 investors and had to steer clear of certain 
phrases in advertising and other marketing materials, Bosch 
says. The group circumvented federal security regulations by 
accepting only in-state investors. 

(continued on page 18) 
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Gardens in the Park This summer, Seattle City 
Light will launch its pilot community solar program with 
a 24 kW PV array. In partnership with Seattle Parks and 
Recreation, the municipal utility is building three picnic 
shelters in Jefferson Park and equipping each roof with 
PV modules. Subscribers can purchase the output from a ‘ 
maximum of two “units” for an up-front cost of $600 per ~~ 
unit. Each unit is estimated to produce roughly 48 kWh 
per month. Through 2020, subscribers will receive credits 
on their electricity bills and qualify for a $1.08 per kWh 
production incentive through the state. This initial project 
is expected to sell out fast, and additional arrays are in 
development. 


Ashland, Oregon 
An Energized Community In the city of 
Ashland, where a thick tree canopy prevents good Fe 
solar access for many homes, the Solar Pioneer 
Program allows residents and businesses to 
purchase the output from a 64 kW roof-mounted 
PV system located on the City’s service center. The 
charge for one module is $743, with the cost stepping 
down yearly and no maximum purchase restrictions. 
For the life of the 20-year program, subscribers 
receive a yearly credit on their electric bills based on 
current net-metering rates, and own the renewable 
energy certificates associated with the modules. The 
project came on-line in 2009, and so far, about half of 
the array is under contract. 


Sacramento, California 


A Balancing Act In 2007, Sacramento Municipal Utility District 
launched a program called SolarShares, which allows subscribers to 
source up to 40% of their energy from a 1 MW solar array located ona 
local turkey farm. Subscribers pay a monthly fee—typically between $10 
and $127—to subscribe to “shares” in the array. Through the program, 
subscribers essentially enter into a power purchase agreement, in which 
the utility buys the output from the subscribers’ shares. Subscribers 
receive net-metering credits on their monthly bills, but the subscription 
fee typically cancels out any credits. The program adds roughly 12% to 
a subscriber’s bill. Subscribers are able to lock in a rate for as long as 
they are SMUD customers and will save money as electricity rates go 
up. Shares in the first array are currently sold out, but construction of a 
second 1 MW array is expected early next year. 


eattle, Washingtg 


Ellensburg, Washington 


A Shining Example The concept originated in 2004, 
but it wasn’t until 2006 that the City of Ellensburg’s municipal 
utility installed the first 36 kW phase of the Ellensburg 
Community Renewable Park. The system—prominently 
located along a highway for maximum exposure—has since 
grown to 111 kW. The project continues to grow as utility 
customer contributions come in. An additional 30 kW is 
scheduled to go on-line this year. Utility contributors receive 
a proportional share of the production based on their initial 
investments. The value of this energy is credited on their 
electric bills every three months over a period of 20 years. 
Each contributor also receives a state solar production 
incentive of $0.30 per kWh each year through 2020. 


Solar in Phases In response to community 
demand, the City of St. George’s municipal utility 
and the rural electric cooperative of Dixie Escalante 
Electric jointly launched the SunSmart program 
in December 2008. The program allows residents 
to buy 0.5 or 1 kW units in a local solar farm 

for $6,000 per kW, with a maximum of 4 units. 
Subscribers receive net-metering credits on their 
electricity bills and qualify for a 25% state tax 
credit. The 2 MW project is being developed in 
100 kW phases, with funds from the sales of the 
previous phase being used to finance the next. 
Presently, 250 kW are on-line. 


 — LY 4 


Rifle, Colorado A] 


El Jebel, Colorado 


St. George, Utah 


Tucson, Arizona 


> N 


nterested in solar electricity but can’t put an array on your home? Perhaps you 
have a shaded property, rent a home or apartment, or simply don’t have the capital 
for an entire system. No matter—solar gardens, sprouting up all over the country, 
allow customers to use renewable energy without having a rooftop system at their 
residences. Also known as solar farms, this strategy is a viable alternative, giving 
individuals the opportunity to purchase a portion of an off-site array and benefit from its 
clean energy generation. Organizers, big and small, are breaking new ground across 
the country, cultivating a variety of models and financial structures. The movement is 
young but blossoming fast, with nurturing from newly enacted energy policies at the 


local, state, and federal levels. 
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Solar Gardens 
Bloom 


Breaking New Ground In June 

2010, Governor Bill Ritter signed into law 

the Community Solar Gardens Act. The law 
allows groups of at least 10 subscribers of an 
investor-owned utility to collectively own a 
solar installation and benefit from incentives. 
The state’s Public Utilities Commission is 
expected to issue rules for community solar 
gardens by early summer. For more about 
Colorado solar gardens, see “Growing Solar” 
on page 70. 


Federal Action In March 2010, 
Senator Mark Udall (D-Colo.) unveiled 
the Solar Uniting Neighborhoods 
(SUN) Act, a bill that would extend 
the existing 30% federal renewable 
energy tax credit to group-owned 
solar installations. The legislation 

is expected to be reintroduced by 
summer. 


===... 


———==—-__ Harvesting High-Country Sun In cooperation 
with local utilities, the Carbondale-based Clean Energy 
Collective builds and maintains medium-scale solar 
gardens that are owned by local residents. As a for-profit 
entity, the collective qualifies for rebates, tax incentives, 
and monthly energy credits that keep buy-in costs 

low. Members receive credits on their monthly electric 
bills through remote metering. The Cooperative’s pilot 
facility—the 77.7 kW Mid-Valley Metro Array in El Jebel, 
Colorado—sold out in a few weeks. Its newest 1.5 MW 
Garfield County facility in Rifle is scheduled to go on-line 
this summer and will be the largest privately owned array 
in the state. 


Big Biz Farming In February 2011, Tucson 
Electric Power, an investor-owned utility, introduced 
its Bright Tucson Community Solar Program to help 
meet state-mandated renewable energy standards. 
Subscribers to the program can purchase 150 

kWh “blocks” of solar energy generated by a local 
array to cover their household usage. There is 

no commitment or up-front costs—subscribers 
continue to pay current utility rates and do not 
receive credits on their electricity bill. Because each 
block adds about $3 to monthly bills, subscribers 
end up with higher electric bills, but can take 
satisfaction that some, or even all, of their energy 

is offset by a clean, renewable source. The 1,600 
blocks of a first 1.6 MW PV array are nearly sold 
out, but a new 2 MW PV array will be on-line by 
early summer, and more arrays are in the works. 


/ 


Tavernier, Florida 


States allowing community 
or shared-system net-metering 


www.homepower.com 


Planting Solar Seeds Cape Cod 
residents formed limited liability corporations 

in Brewster and Falmouth with the hope of 
developing community solar gardens under 

the Massachusetts Green Communities Act 

of 2008. Both groups are working with My 
Generation Energy of South Dennis—a for- 
profit entity pioneering an innovative community 
solar garden (CSG) model in the region. The 
Brewster CSG won support from the town 
council and should be on line by the year’s end. 
The Falmouth CSG is still in the early stages of 
development and evaluating potential sites. 


Ay 


y Brewster, Massachusetts 


» Falmouth, Massachusetts 
5 ss, 


arsity Park, Maryland 


Grassroots Gardeners It took more than two 
years for a group of 35 University Park residents to 
cut through the red tape and develop a community 
solar project on a local church. The group—known as 
University Park Community Solar (UPCS)—formed a 
limited liability corporation to deal with the securities 
regulations and qualify for the 30% federal tax credit. 
The UPCS collected $130,000 in investments to pay 
for the roof-mounted, 23 kW PV system. Through 

a power purchase agreement with the UPCS, the 
church receives clean electricity at a predictable 
price, which is now slightly lower than the utility 

rate. In addition to a share of the $39,000 federal tax 
credit, UPCS members receive returns through the 
sale of renewable energy certificates and any excess 
generation sold back to the local utility. Members are 
expected to see an 8% return over the 20-year period 
and break even within the first six years. 


The Sunshine State Through its Simple Solar 
program, Florida Keys Electric Cooperative allows 
customers to lease PV modules at the cooperative’s 

solar farm in Marathon. In return for leasing one or more 
modules for $999 each over 25 years, members receive 
monthly credits on their bill for the full retail value of the 
electricity generated by their leased modules. The program 
rolled out in early 2010 and was off to a slow start, only 
attracting 10 subscribers as of early spring 2011. 
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Now, the group has plans for a larger community array 
and hopes to receive an exception through the state securities 
commission that will allow the project to take on as many as 
125 investors. 


Pioneers & Pros 

While Luke Hinkle admires the persistence of the UPCS, he 
recommends that people leave the nuances to professionals. 
“Tt is an extremely complicated process. There’s no need for 
small groups to reinvent the wheel over and over again,” says 
Hinkle, who is credited with coining the term “solar garden.” 

Under the umbrella of his company—My Generation 
Energy, a solar energy installation and development company 
in South Dennis, Massachusetts—Hinkle intends to establish 
a solar garden consulting service to help groups implement a 
unique solar garden model he developed. The pilot program 
is expected to launch in Brewster later this year. 

Other companies are breaking into the market as well. 
Seattle-based Tangerine Solar is working with groups, large and 
small, to develop community solar arrays through its SolarSlice 
model. The Clean Energy Collective LLC, of Carbondale, 
Colorado, is pioneering a unique model for medium-scale 
systems that uses a proprietary remote metering system (see 
“Green Power for your Home” in this issue). 

To help streamline the process for utility companies, the 
RE policy organization Interstate Renewable Energy Council 


Courtesy Pam Rutter 


has developed model program rules that can be adapted to 
each group’s circumstances and the policy preferences within 
their respective states. 


The Finer Details 

While there are many benefits to shared systems—lower up- 
front costs and a hedge against rising electricity rates—there 
are tradeoffs. In most cases, the controlling entity retains 
ownership of the renewable energy certificates associated 
with the system. This means subscribers cannot legally claim 
to use “clean” energy. 

In addition, the rate of return on solar gardens tends to 
be lower than with on-site residential systems. Subscribers 
may see a modest reduction in their electricity bills, but fees 
and buy-in costs often cancel out any savings. On the upside, 
subscribers are not responsible for the system’s maintenance 
and operations costs. 

For Joan and Myron Porter, the City of St. George’s 
SunSmart program ended up being a perfect fit. The retired 
couple first subscribed to the program while living in a 
townhouse community where PV systems were prohibited. 
They’ve since moved to a new home in town and were able to 
transfer their shares with ease. “We get a small credit on our 
bill each month,” Joan says. “We’re not getting rich, but we’re 
doing what we think is right.” 

—Kelly Davidson 
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Renewable Energy Fairs 


Renewable energy 

fairs are the ultimate 
way of getting shared, 
personal experience 

with RE, alternative 
transportation, and green 
building technologies. 

At these fun events, 
you'll find workshops by 
the pros, exhibits, food, 
music, kids’ events, and 
an all-around good time 
with all-around good 
folks. See you there! 


Northwest & Alaska Central 

July 16 Northwest SolarFest September 3-4 © Crestone Energy Fair 

Shoreline, WA ¢ www.shorelinesolar.org Crestone, CO * www.crestonepeak.org 

July 29-31 * SolWest Renewable Energy Fair September 17-18 * Rocky Mt. Sustainable Living Fair 
John Day, OR * www.solwest.org Fort Collins, CO * www.sustainablelivingfair.org 


August 13 ¢ Alaska Renewable Energy Fair 
Anchorage, AK * www.realaska.org 


Southwest 
August 27-28 ¢ Solar Fiesta 
Albuquerque, NM * www.nmsea.org 


September 23-25 ¢ Renewable 
Energy Roundup & Green Living 
Fair ¢ Fredericksburg, TX 
www.theroundup.org 


Courtesy Southern Energy & Environment Expo 


home power 143 ¢ june & july 2011 


Midwest 
June 17-19 ¢ The Energy Fair (aka MREF) 
Custer, WI © www.midwestrenew.org 


June 24-26 * Michigan Energy Fair 
Ludington, MI ¢ www.glrea.org 


August 13-14 ¢ Illinois Renewable Energy & Sustainable 
Lifestyle Fair ¢ Oregon, IL * www. illinoisrenew.org 


August 19-20 ¢ Polk County Energy Fair 
St. Croix Falls, WI ¢ www.polkcountyenergyfair.com 


South 
August 19-21 ¢ Southern Energy & Environment Expo 
Fletcher, NC * www.seeexpo.com 


2011 


Courtesy SolWest 


Northeast 
June 10-12 ¢ Solar & Wind Expo 
King of Prussia, PA * www.thesolarandwindexpo.com 


July 15-17 ¢ SolarFest: The New England Renewable Energy 
Festival ¢ Tinmouth, VT ¢ www.solarfest.org 


September 16-18 ¢ Pennsylvania Renewable Energy & 
Sustainable Living Festival e Kempton, PA 
www.paenereyfest.com 


Courtesy Dan Hoffman Photography 


For the Pros 


June 14-15 ¢ Small Wind Conference ¢ Stevens Point, WI ¢ www.smallwindconference.com 
July 12-14 ¢ Intersolar North America ¢ San Francisco, CA * www.intersolar.us 


= 
\ October 17-20 ¢ Solar Power International ¢ Dallas, TX ¢ www.solarpowerinternational.com 
/ 
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“| switched to SunWize because their pricing was 
reasonable and deliveries were on-time.” 


“My sales manager Mark Brown is very knowledgeable and treats 
my business as his own. The organization is professional 
from Mark to the entire operations team.” 


Neal Uppal 

President, Solar Topps in Chandler, Arizona 
Photo: 16.5kW system in Casa Grande, AZ 
www.solartopps.com 


Visit www.sunwize.com/difference or call us at 800.817.6527 and 
find out how switching to SunWize can help your business be successful. 


SunWize 


Reliable People ::: Reliable Products ::: Reliable Power!® 
©2011 SunWize « 800.817.6527 » www.sunwize.com 
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helicdyne 


SOLAR HOT WATER 


TELLA 


PERFORMANCE 


| * 7. “T trust Heliodyne’s solar hot water products 
crete <a because | can depend on them all to deliver 
consistent, stellar performance.” 


Certified systems. 


are saying great things about us. 


“We've been installing solar water heating with Heliodyne for over 34 
years. Their GOBI collector is simple to install and delivers reliable, 
long-term performance. We choose Heliodyne not only because of the 
exceptional products, but because of their great customer service 
as well. Heliodyne is one of the few companies | work with that can 
deliver on both product and service.” 

Martin Morehouse, Solar Thermal Dept. Manager, Sun Light & Power 


CALL 1.888.878.8750 TO FIND OUT MORE, OR GO ONLINE 


Heliodyne, Inc. * 4910 Seaport Avenue + Richmond, CA 94804 
T; 1.888.878.8750 or 510.237.9614 » F: 510.237.7018 


Information & Support: info@heliodyne.com EXC ELLENC 
G 


Sales Inquiries: sales@heliodyne.com 
www.heliodyne.com BY DESI 
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resources & references 


Dirty Business 


Courtesy Center for Investigative Reporting 


Clean Coal & the Battle for Our Energy Future 


Founded in 1977, the Center for Investigative Reporting (CIR) has a long 
history of revealing injustice through award-winning reporting. In its latest 
documentary, the Berkeley, California-based nonprofit aims for nothing less, 
taking on the coal industry and calling clean coal a dirty lie. 

The 90-minute film—Dirty Business: Clean Coal and the Battle for Our Energy 
Future—seeks answers to three burning questions: Can coal ever really be made 
“clean”? If we were to try to wean ourselves off coal, how would we keep the 
lights on? Is renewable energy ready for prime time? 

In the film, Rolling Stone reporter Jeff Goodell—author of Big Coal: The Dirty 
Secret Behind America’s Energy Future—digs deep to expose the real costs of the 
world’s reliance on coal-fired electricity. Startling truths are revealed through a 
series of stories shot in China, Saskatchewan, Kansas, West Virginia, Nevada, and 
New York. Stories range from a Kansas cowboy saving his cattle ranch with wind 
power to doctors assessing the link between coal pollution and abnormalities 
among newborn babies in China, where a new coal plant goes up every week. 

The film was written, produced and directed by Peter Bull and co-produced 
by Justin Weinstein, the duo that produced the PBS Frontline and CIR co- 
production Hot Politics, which examined the politics of global warming. 

To learn more about the film, view the trailer, or order a DVD, visit www. 
dirtybusinessthefilm.com. 


ASES NATIONAL J 


CONFERENCE 
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Learn Solar Buy Solar 
Accelerate Your Solar Business 


Solar Training 


Now it’s as easy as 1-2-3 to power up your solar business with ONTILITY. 
With our solar training, products and services, accelerate your business today. 


CON TILITY 


To learn more, please contact us toll-free at 1.877.858.7479 or visit us at www.ontility.com 
Solar Training - Solar Products - Solar Design - Solar Consulting - Solar Logistics - Solar Marketing 
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cutting-edge equipment & tools 


SOlMetricC. pva-coo pv Analyzer 


The PV Analyzer (MSRP $2,595) from Solmetric (www.solmetric.com) is a current/voltage 
(LV) and power/voltage (P-V) curve tracer that can be used for testing the performance 
of module strings and individual modules. Information is wirelessly transmitted and 
displayed on the user’s PC (using the PV Analyzer software for Windows). 

Developed with the entire life cycle of the PV array in mind, the Analyzer can 
be used during start-up testing and commissioning, and for periodic checkups and 
troubleshooting. Capturing I-V and P-V curves during commissioning provides 
detailed performance baselines for future comparisons. Comparing the baseline 
readings to another trace allows users to see how much degradation has occurred 
and spot problems with individual modules or module strings (see “Potential 
PV Problems & New Tools for Troubleshooting” in this issue). The Analyzer also 
can help determine whether underperformance problems are in the array or the 
inverter(s). In times of prolonged cloudy weather and less-than-expected electrical 
production, the PV Analyzer also gives installers a way to assure owners that their 
PV arrays are functioning properly. 

Several accessories are optional: the PVA (irradiance and temperature) Wireless 
: Sensor Kit ($1,495), used to improve measurement accuracy; I-V Data Analysis 
Courtesy Solmetric Software tool for Microsoft Excel ($95), for charting measurements; and Test Leads 
($125) to adapt MC-4 connectors to alligator clips. 


—Justine Sanchez 


x) Lighthousesolar Franchising Company Be part of the solution 


The complete solar energy 
business solution! 


Become a Lighthousesolar franchise 
owner and benefit from a unique 
business relationship 


The benefits are clear: 


* Proven business model 
* Comprehensive training 
* Ongoing support 

+ Group purchase power 

* Growing National brand 


Apply online to 
Be part of the solution 


www.lighthousesolarfranchising.com 


(877) 298-6093 
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SMA America’s (www.sma-america.com) Sunny WebBox, 
which uploads PV system information to the SMA Sunny 
Portal, can now collect information wirelessly from SMA 


inverters. (The original WebBox needed an RS485 cable \ NVVVNVA 
connection to the inverter.) SUNNY WEBBOX 8 f gee? 
With a 120 VAC outlet and an Ethernet connection to a local BLUETOOTH® WIRELESS TECHNOLOGY 3 * : = 


router, users can now locate the WebBox in alternate locations. 
The box must be located in a weather-protected environment, 
but will work in temperatures from -4°F to 149°F. 

Its Bluetooth signal range depends on the obstructions 
(walls, etc.) between devices. Maximum unobstructed 
communication range is 164 feet, but is extendable to 328 feet 
with the optional SMA Bluetooth Repeater. Except for the HF 
models, the inverters require installing a Bluetooth Piggyback 
card to communicate wirelessly to the WebBox. 

—Justine Sanchez 


Courtesy SMA America 


igtech.com/E-series wT Carling Technologies" 


A Innovative Designs. Powerful Solutions. 


www.homepower.com 


ENPHASE MICROINVERTER SYSTEM 


“| use Enphase. 
Designing and 
installing solar 
has never been 
this easy.” 


Tyson Grul 


Director, Commercial Business 
Real Goods Solar 


«Thanks to Quick Mount PV, the alliance between 
roofing and solar is stronger than ever. 99 
Chip Upshaw, Fidelity Roof 


3rd Generation Roofer Relies on Quick Mount PV 


COMPOSITION SHAKE 


When he introduced solar 
PV to the family business 4 CURVED TILE 


in 2005, Chip knew his . “hit 
—_— Bo 


Ernest Upshaw said it when he founded Fidelity Roof in 1948: 
“We're in the business of keeping people dry.’ Thousands 
of dry, happy customers 

later, Chip Upshaw still 

takes his grandfather's 

words to heart. 


challenge was to make all 

those roof penetrations Superior Waterproofing Technology 

100% wate rtight and Our patented mount seals out rain and J 
; : installs with a single bolt. 

code-compliant without ; 

pricing himself out of the job. Chip meets that challenge Quick Mount PV Advantages 

with Quick Mount PV - the fastest, most reliable pitched = No roof cutting required 

roof solar mount you can buy. 


= Patented waterproofing technology 
Designed by installers for installers, Quick Mounts greatly 
reduce rooftop labor and last longer than any other off-the- 
shelf flashed mounting. The labor savings and long term = Works with all popular racking systems 
protection more than cover the cost of Quick Mount PV's = Live tech support, year-round training 
patented waterproofing technology and superior materials. 


Chip also uses Quick Mount PV as a sales aid, to seal See new products May17-21 at ASES! Booth 409 


the promise that’s been kept for three generations: 


Your home will stay safe and dry. ~\ . 
amy Quick Mount 


B= 925-687-6686 
IGC-ESR-2835 == info@quickmountpv.com DECE 
models QMSC & QMLC MADE IN USA www.quickmountpv.com 


= Stainless steel hardware included 
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giving back with renewables 


The solar Women of Totogalpa 


A group of rural Nicaraguan women cook up 
a winning recipe for a solar-powered restaurant. 


A group of women in rural northern Nicaragua, where 20 
years ago a war raged, are empowering their community with 
renewable energy. The Mujeres Solares de Totogalpa (Solar 
Women of Totogalpa; SWT) is a cooperative that offers solar 
products and serves as a model of economic, ecological, and 
social sustainability. 

The story of the solar women of Totogalpa begins in 1999, 
when Grupo Fenix—a group founded by university students 
from Managua, Nicaragua, led by engineering professor 
Susan Kinne—received a grant to reintegrate land mine 
victims into society. Their approach? Training them to build 
PV modules (see “Solar Electricity in the Nicaragua Hills” in 
HP97). 

The group focused their efforts on Sabana Grande, an 
agricultural community of 200 families in the mountains of 
Totogalpa, about 20 miles from the Honduran border. Land 
mines scattered throughout the region had left many civilians 
disabled. 


The SWT solar cooker is based on one originally developed by the Central American 
Solar Energy Project (www.solaroven.org). A box cooker, with one reflector and a door 
in the front, sits on a wheeled stand so it can be moved easily. 


Grupo Fenix hosted workshops, training land mine 
survivors to assemble their own PV modules using discarded 
PV cells. The group also donated a few solar cookers to the 
community. This low-tech tool immediately interested the 
women in the community—in Nicaragua, where at least 90% 
of the rural population cooks over an open fire, respiratory 
diseases are the leading cause of death for women. 

Before long, the women began building their own solar 
cookers and adapting them for specific uses. The cookers do 
not replace wood entirely but reduce the amount of wood 
needed for cooking—and the women’s smoke exposure. 


The Key Ingredients 

In 2003, with the support of Grupo Fenix, the women 
organized into the Mujeres Solares de Totogalpa. In 2010, they 
became an official Nicaraguan cooperative. The SWT had 
been selling and building solar ovens out of members’ houses, 
but they needed more room to work. They dreamed of having 
a solar restaurant where they could 
showcase their solar-cooked food and 
teach the public about solar ovens. But 
they were missing the key ingredients: 
funding and a piece of land. 

The women turned to Grupo Fenix 
for guidance, securing a grant from the 
Oklahoma-based Noble Foundation in 
2005, and acquiring three acres of donated 
land along the Pan-American highway to 
Honduras. A local architect helped them 
develop a plan for a solar campus that 
could grow one building at a time. 

The first Solar Center building— 
constructed with adobe blocks that 
the women made—got underway in 
2005, with the women doing all of the 
heavy lifting. More than 6,000 adobe 
blocks were made for the building, 
all on volunteer time. In fact, in one 
year alone, the women contributed 
more than 8,000 volunteer hours to the 
building’s construction. 

In December 2007, the women 
inaugurated their first building, housing 
an office and warehouse, as well as 
workshop and meeting spaces. One of 
the products the women are most proud 


Courtesy Laurie Stone 
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of, and that visitors most often request, is their solar-roasted 
coffee. Coffee is Nicaragua’s biggest export crop, and the best 
coffee beans are sent to the United States and Canada, leaving 
Nicaraguans with a bitter cup of coffee from the green beans 
that remain. However, the women figured out that if they roast 
the coffee beans in the solar oven, instead of over an open fire 
(the traditional method), the bitterness mellows, leaving a rich 
and delicious flavor. 

The women also produce jams canned in the solar ovens, 
solar-dried fruits, medicinal herbs, and solar-baked cookies 
and cakes. However, the women really desired a venue to sell 
their products and to showcase their solar ovens, and their 
dream of having a solar restaurant continued. 


Courtesy Laurie Stone (2) 


Green Hours 
& Nano-Loans 


The SWT faced many challenges during the two years it took 
to build the center—weather, lack of construction skills, tight 
finances, and internal struggles. Some women put in more 
volunteer hours than others, and this caused some discord. To 
alleviate some of the tension, the group decided they would keep 
track of the volunteer hours. With the help of volunteer Charlotte 
Ross, a student of economics, the women went a step further 
and devised a system of “green hours.” 


Each woman earns one credit for every hour worked. The women 
can redeem their credits to purchase items in their “green store,” 
open once a month, where donated items—ranging from solar 
cookers and PV systems to bed linens and clothes—are sold. 
Members have the option to purchase items with hours or with 
cash, and the income generated is used to buy items that the 
group needs. 


As more visitors came to the Solar Center, the women decided 
they needed better guest accommodations—a separate room 
with a bed, mosquito net, and lockable door. But creating this 
addition to their homes required cash for materials, which the 
women didn’t have. 


Under Ross’s guidance, a nano-loan program was established, 
providing $150 home-improvement loans. Participants use 
income from renting the rooms to repay their loans, while income 
from meals served to guests goes directly to the women and 
their families. 


The loan program has been wildly successful: 19 of the 20 
families represented in the SWT now have guest rooms in their 
homes, and there has been a 100% loan payback rate. 
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Recipe for Success 

In 2009, the women secured international grants to begin 
work on their solar restaurant. The restaurant will offer 
meals prepared with produce from their organic gardens, 
using innovative cooking methods—solar cookers, parabolic 
cookers, solar dryers, and, perhaps, a range fueled by methane 
gas produced in a biodigester. 

The restaurant will run entirely on solar power. The first 
PV array was installed in December 2010 during a Solar 
Energy International workshop. Four 220-watt modules will 
power DC lights and AC appliances, such as a blender and 
microwave. Eventually, another PV system will be added to 
run a refrigerator. 


Courtesy Laurie Stone 


—Laurie Guevara-Stone, International Program Manager So | ar ds th e M al N Co U rse 


at Solar Energy International 


One of the SWT’s biggest accomplishments has been the 
electrification of all of its members’ households. In Nicaragua, 
only 55% of the population has access to electricity and less than 
1% of that comes from solar electricity—though that percentage 
is increasing rapidly in rural areas. In Totogalpa, only 15% of the 
population has access to electricity and less than 1% comes 
from solar power. But within the SWT, 100% of members have 
access to electricity and 54% of their households are powered 
with solar energy. 
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Inverters < 6 kW Scirocco 
¢ 3kW - 300kW available 5 ¢ Variable pitch, low RPM 
¢ Ontario made 4 ¢ MPPT inverter 
¢ Dual MPPT PV input = * Quiet, highly efficient 
¢ Reliable, 97% Efficient e European made 


¢ Easy to install and use ¢ Reliable, affordable 
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We've here to hetp you, just give us a call! 


www.Solacity.com/hp 
Call Toll Free 877.787.9748 


US / Canada distributor of Power-One inverters and Eoltec wind turbines 
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¥ Aprogram designed to strengthen your business 


» Financing options 
- Exclusive leads 


» Marketing support 


¥ 35years of American solar manufacturing experience 


Vv Higher performance for a faster return SOLARWORLD 


MADEINUSA P 805-388-6590 | www.solarworld.com Authorized Installer 


34 


ingenuity in renewable energy 


Solar Energy SUPPC 


Clean Water 


Courtesy ReVision Energy 


Aqua America hired ReVision Energy to provide solar energy 
for a modern water filtration system, extending their corporate 
commitment to green energy. In Rockport, Maine, the new, state- 
of-the-art filtration system provides purified drinking water to the 
communities of Rockport, Camden, and Rockland, and replaces 
older equipment that relied more heavily on chlorination. The new 
equipment needs up to 2,500 gallons per day of backwash water, 
heated to 95°F, to clean the filters. The equipment includes a 45 
kW electric heater as the heat source, which accounts for an annual 
energy load of about 100,000 kWh. Aqua America saw the potential 
for replacing this dependence on utility-produced electricity with 
clean, renewable energy. 

Originally, the company had proposed a ground-mounted 
solar thermal array that was designed to meet about 75% of the 
annual load. However, this system required protecting the array 
from winter frost heaves, and installing several hundred feet of 
underground piping and a 1,000-gallon storage tank in a basement 
separate from the filtration plant. ReVision Energy proposed an 
alternative design—a roof-mounted hybrid solution that uses 
both solar thermal and photovoltaic technologies. This design 
significantly reduces system maintenance, while having the added 
advantage of cashing in on Maine’s net-metering agreements. 

ReVision’s team designed a 16-collector thermal array that 
fits on the operations and filtration building’s south-facing roof, 
along with 16.1 kW of PV modules mounted on adjacent triangular 
sections of the roof. The solar thermal system will provide an 
estimated 55% of the annual heating element load; the PV system 
should provide approximately 21%. 

The hybrid system offsets three-quarters of the load, year- 
round, in a challenging climate. In the summer, the solar thermal 
array fully heats the backwash water. The grid-tied PV system 
generates about 21,000 kWh each year to offset the remaining 
heating element load. 

—William Behrens 


Project Specs 


Project name: Mirror Lake water treatment facility 
System types: Grid-tied PV & antifreeze-based solar 
hot water 

Installer: ReVision Energy 

Location: Rockport, Maine 

Latitude: 44.2°N 

Resource: Solar 


PV System 

Number of modules: 70 

Manufacturer & model: Solon Blue 220/01 
Module rating: 230 W STC 

Inverters: Solectria PVI 15 

Inverter rated output: 15 kW 

Array installation: Roof-mounted 

Roofing material: Asphalt shingles 

Array azimuth: 205° 

Tilt: 31° 

System capacity: 16.1 STC 

Average annual production: 20,828 AC kWh 
Heating load offset: 21% 


Solar Thermal 

Number of collectors: 16 

Model: Chromagen SLCR40 flat-plate 

Collector installation: Roof-mounted 

Heat-transfer fluid: 40% propylene glycol; 60% water 
Circulation pumps: Taco 2400-20 (on glycol side); 
March magnetic drive chemical pump (for chlorinated 
water side) 

Pump controller: Resol BS Plus & Resol BS/2 

Array azimuth: 205° 

Tilt: 31° 

System capacity: 640,000 Btu/hr. (max.) 

Average annual production: 55,000 kWh 

Heating load offset: 55% 
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SKYSTRZAM 


by Southwest Windpower ) 
7 


The pioneers of today are you and me. We possess the power to lead the way toward a new 
energy frontier, without ever leaving home. We're regular people. And with our personal 
wind turbines we're converting wind into free electricity, right from our own backyards. 
Wind. It’s clean, renewable, and yours for the taking. 


Discover the Skystream wind turbine from Southwest Windpower, the global leader in 
personal wind energy since 1987. windenergy.com/skystream 


renewable energy tips & tricks 
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In North America, SHW designers and installers choose 
from at least four methods to determine the collector surface 
area needed for solar water heating. Many use a quick 
sizing approximation or the U.S. Department of Energy’s 
(DOE) published guidelines for small residential systems. 
In areas where incentives are calculated using the OG-300 
solar system performance estimates from Solar Rating and 
Certification Corporation, designers, installers, and program 
administrators mine the SRCC database to find estimated 
system performance for many U.S. locations. Larger space 
heating systems, and commercial and industrial SHW 
systems, use a more precise method of sizing incorporated 
into SHW sizing software. 

Small systems have constraints that limit the accuracy of 
sizing the system. Solar collectors are only made ina few sizes 
and the same goes for storage tanks. A typical manufacturer 
of either flat-plate or evacuated-tube collectors will only offer 
three or four collector sizes. Residential storage tanks (electric 
water heaters) come in 30, 40, 50, 66, 80, and 120 gallons. 
The relatively large size of these components makes precise 
sizing unnecessary for residential systems because of the few 
component sizes offered—and the accuracy of the load sizing. 
For large systems, since the component sizes are relatively 
smaller, more accurate sizing calculations are prudent. 


Courtesy SunEarth 


Load Sizing 

SHW systems are designed with a recovery time of one day—i.e., 
the storage tank capacity equals the estimated daily usage. How 
much hot water does your family use each day? Don’t know? 
Count yourself along with 99% of people in the United States. 
Since hot water is not separately metered, almost no one knows 
how much they use with any degree of accuracy. Grid-connected 
PV system designers have easy, accurate loads to work from— 
better known as the electricity bill. But the best estimate in the 
solar hot water industry is just a guess. Carl Bickford’s article 
(“Sizing Solar Hot Water Systems” in HP118) gives some good 
estimates for households of four—15 gallons per person, per day 
for conservation-minded families, and double that for a typical 
family. The article also gives you information on how to closely 
measure your family’s usage if you care to take a 5-gallon bucket 
and a stopwatch into the shower. 


Government Guidance 

The DOE consumer guide, “Heat Your Water with the Sun,” advises 
contractors to allow “about 20 square feet of collector area for each 
of the first two household members and, for each additional person, 
either 8 square feet (for those in the Sunbelt region) or between 12 
and 14 square feet (for those in more northerly climes). (See www. 
nrel.gov /docs/fy04osti/34279.pdf for more information.) 
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renewable energy tips & tricks 


For active (pumped) systems, 
the solar storage tank size increases 
with the collector’s size—the ratio 


solar Hot Water Collector Sizing 


Water Heated Collector Area Collectors 


: : Locati -H Per D I.) Multiplier* . Ft. Needed 
they suggest using is 1.5 gallons of ocation (Sun-Hours) er Day (Gal.) ultiplier (Sq ) leede 
storage capacity per 1 square foot of Most of the U.S. Be er es UN ee 

(up to 5 sun-hours per day) 120 0.67 80 Two 4’ x 10’ 


collector area. A 66-gallon system can 
accommodate one to three people; 
an 80-gallon system works well for a 


Sunbelt 


(5 or more sun-hours per day) 120 0.50 60 


80 0.50 40 


One 4’ x 10’ 
Two 4’ x 8’ 


three- or four-person household; and 
a 120-gallon system is well-suited for 
four to six people. 

Here’s the math behind those 
recommendations: A typical household of 
four needs 64 square feet (20 + 20 + 12 + 12) of collector surface 
area to heat their water. Using the ratio of 1.5:1 would translate to 
needing a storage tank capacity of 96 gallons (64 square feet x 1.5 
gallons per square foot). However, manufacturers don’t make a 
96-gallon tank; the closest size is 80 gallons. 

In the Sunbelt, the same family needs 56 square feet (20 
+ 20 + 8 + 8) of collector surface area to heat their water and 
an 84-gallon storage tank (56 x 1.5). Again, the closest size of 
tank available is 80 gallons. 

A little division gives us an average of 20 gallons a day 
per person, per day for the typical family. This could be high 
or low depending on how efficiency-minded a household is, 
but the examples of storage tank sizes to family members is a 
good guesstimate. 


Simple & Quick 

A simple method that installers have been using for decades 
starts with estimated tank sizes based on that per-person 
average of 20 gallons a day. In most locations in the United 
States, 1 square foot of collector surface area will heat 1.5 gallons 
of water daily. In the Sunbelt, 1 square foot will heat 2 gallons. 
Using this method, The multiplier to arrive at estimated collector 
surface area when the water volume is known (guesstimated) is 
0.5 in the Sunbelt (more than 5 daily sun-hours) and 0.67 for the 
rest of the United States. Sun-hour averages range from 3.7 sun- 
hours in Seattle to more than 6 in Sunbelt areas. 

Keep in mind that load sizing is almost always an educated 
guess. Plus, sun-hours vary. Shading and system efficiency 
can also affect performance and may be reasons to increase 
collector area. The local climate also affects production, with 
mild climates producing more hot water compared to cold 
climates with the same average sun-hour values. Average 
daily sun-hours can be found for more than 200 locations in the 
United States at http://rredc.nrel.gov/solar/pubs/redbook/. 
The units given in the Redbook are in kWh per meter squared 
per day, commonly known as daily sun-hours. 


Look It Up 

The SRCC publishes system performance estimates based on 
OG-300 data computed with local solar resource data from 
the Redbook. The database allows users to choose from more 
than 100 locations in the United States, and also choose the 


www.homepower.com 


*The multipliers can be used for any size of tank—a 66-gallon tank in most of the United States would need 
44 square feet (66 x 0.67) of collector area or two 3’ x 8’ collectors. In the Sunbelt, a 66-gallon tank would 
be sized along with a single 4 x 8 collector. 


**A system for a conservation-minded household would be more accurately designed with two 3’ x 8’ or 
two 4’ x 6’ collectors for an 80-gallon tank. 


manufacturer of the system they want to learn about. The results 
are listed in a column called Energy Saved. This value is given 
in kWh per year for systems designated by the manufacturer 
to have an electric backup water heater and in therms saved 
per year for systems with gas backup. Many state, municipal, 
and utility incentive programs use this database of estimated 
savings to compute their rebates. (To access this database, click 
on the Annual Performance of OG-300 Systems link at www. 
solar-rating.org/ratings/ratings. htm.) 

The OG-300 system isn’t a sizing system per se, and 
installers will normally use another method of sizing. But in 
locations where operating guidelines are used for incentive 
calculations, the lookup defines what systems are used. 
OG-300 systems specify a certain size of collector(s) that 
are incorporated with a certain size of tank, and the system 
designer has little or no leeway to deviate from the published 
specifications, although there are hundreds of choices in the 
OG-300 listings. Note that in most places in the United States, 
the requirement for OG-300 certification is the exception, not 
the rule. 


More Accuracy 

Carl’s SHW sizing article has good instructions for more 
accurate collector sizing in addition to estimating a home’s 
water heating loads. But if longhand math doesn’t strike your 
fancy, there are a few commercial SHW sizing systems on the 
market. First is the deep, but free, RETScreen (www.retscreen. 
net). A 44 MB download with a steep learning curve, 
RETScreen does almost everything but make coffee. Two 
other commercial solar hot water sizing software programs 
are Polysun and T*Sol. The thermal software that comes with 
the Solar Pathfinder site survey tool also has a built-in basic 
sizing program. 

But, for one last time—sizing and design of small residential 
solar systems almost always starts with a guess that we call 
load sizing. Getting nerdy with precise calculations for small 
systems might seem like a good idea if you are sure of the 
load, but the relative size of the components will still limit the 
choices of system sizing and most often render the accuracy 
moot. Does sizing small SHW systems fit better into art or 
science—or perhaps gambling—sometimes? 

—Chuck Marken 
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Don't want YOUR 


PV Investment 
to wash away? 4 


Ssieiiss te 


Insist on NABCEP Certified 


PV Technical Sales Professionals and Installers. 


Quality assurance throughout the sales and installation process. 


“Our PV system was a big investment in the future and 
I wanted it installed by a professional with national credentials 
to make sure it was installed properly. The NABCEP Certified 
installer did just that, and the system is operating flawlessly 
providing our family now with free renewable power.” 


Mike Burnetter, Home Owner and Professional Engineer 


Find a NABCEP Certified professional near you at 


www.nabcep.org 


Ranked at the top, once again 


+ 


Siliken Win Win 
Precision 


as (PPLE SLES 


commitment to performance. 


For another year, Trina Solar panels have proven themselves as one of the world’s top performers. 
The 2010 Photon Test ranked our panels best performing panels among a strong panel of 
international manufacturers. A commitment to our customers drives us to continually improve 


our products. The results speak for themselves. 


behind 


AQ 


Lone Star Solar 

A recent issue of Home Power has passed 
around our office to land upon my desk. Like 
most Texans, the thought of solar power 
or alternative fuels to lessen our carbon 
footprint seems not needed. We have plenty 
of oil that keeps Texas very independent. 


Having said that, | now feel that Texas may 
have fallen behind from the rest of the solar 
generation. We are just now actively seeking 
more information. Most of us out here are 
ranch owners needing wind, solar, and even 
hydro power. 

Lee Cherry ¢ Huntsville, Texas 


Home emPowermment 

| just bought my one-year subscription 
of Home Power and am looking forward 
to introducing some senior high school 
students to it also. 


All in all, | just found you all today and | 
am quite happy with so much wonderful 
information both in the subscription 
magazine and on Facebook. I’m very 
interested in turning our home—and helping 
our neighbors turn their homes—into more 
efficient and more self-sustaining buildings. 
What a great idea that was neighbors helping 


letters from readers 


neighbors (“Greening the Neighborhood” in 
HP134)! 
Lauralee Freedom Conklin ¢ via Facebook 


Fighting for Efficiency 
| live off-grid with solar and a backup 
generator. | use an inverter when 


necessary and | haven’t found it necessary 
or efficient for lighting. I’ve used DC lights 
for years and have finally converted to all 
12 V LEDs. 


I’m very pleased with the way things are, but 
for my frustration with manufacturers and 
suppliers, who seem to think we all want 
nothing more than to plug all devices into AC 
wall sockets. 


Not only is it stupid to use 120 VAC to 
run DC devices (most electronics), but it’s 
inefficient as well. I’ll not fight that battle 
other than to disconnect phantom loads, but 
| refuse to switch to AC for lighting. 


The problem is, no one seems to be making 
DC household switches, and I’ve been told 
that AC switches (rated as “AC only”) can 
start a fire when used with DC. I’ve never 
had a problem, but | do worry about the 
possibility. 


lve been a loyal subscriber from day one, 
and can’t imagine being without Home 
Power magazine. Keep up the good work 
and don’t forget about us non-grid-tied 
folks. We’re a minority who, more than ever, 
needs a voice. 

Bob La Fleur ¢ Ponsford, Minnesota 


Blackouts & Battery 
Backup 


People for the most part do not understand 
the prohibitively expensive nature of “whole- 
home” battery backup—or even battery 
backup in general if they are grid-tied users. 


| got loads of questions about this when | 
was designing systems. In the end, no one 
ever wanted to pay for the additional inverter, 
batteries, automatic transfer switches, extra 
subpanel, etc. 


| imagine that whole-house battery backup 
with an AC-coupled system is a solution for 
a problem that less than 2% of Americans 
experience. There’s a break-even point where 
it just makes sense to have a small natural 
gas or propane generator for the percentage 
of time you have longer blackout situations. 
Pamela Cargill via Facebook 


Bornay 
Windturbines 


600W 

1500W 
3000W 
6000W 


From 1970 we've been pioneers in making use 
of wind energy. In taking light to isolated places. 


Four decades is a long time. We began in Europe, 
but we've applied our technology in 50 countries: 
the United States, Japan, Angola, the Antarctic... 


We've developed the most reliable low-power 
windturbines in terms of performance and 
robustness. Over 4000 installations across the 
world have chosen a Bornay. 


bornay.com 


ry eh pA 


Join the’ Bornay experience. 


Today 
Still evolving 
with you. 


Now is the time to contribute to distributed generation 
by using windturbines specifically designed for 
grid connection to work for you. 


Now, we're looking to embark on a long journey in the 
United States, sharing experience, knowledge and 
technology. We want to work with you, guaranteeing you 
quality installations and ensuring safety for your customers. 


When you think mini wind turbines, put your trust in Bornay. 


For joined-up energy, join the Bornay experience. 


Bornay @ 3: 


ent 
1970. 
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From Rails to Road 

As a retired railroad mechanic, | read with 
interest the story on the Chevy Volt in issue 
HP140 (“Getting Charged with Chevy’s 
Volt”). 


General Motors (GM), through its 
electromotive division (EMD), has been 
making some of the finest locomotives out 
there for many decades. 


Some of your readers may be surprised to 
know that the diesel engines in locomotives 
don’t directly power the wheels. The engine 
turns, among other things, a generator that 
sends current to traction motors mounted 
on each axle. These motors are also used for 
braking (called dynamic brakes). 


Locomotives were also one of the first to 
use antilock brakes. When you lock up steel 
wheels on a steel rail, the wheels can get so 
hot they can start to melt. This is like grease on 
the rails, and the train will actually speed up. 


With GM’s long track record of top-notch 
locomotives, | am sure the Volt will be one 
of the best cars, as long as politics can be 
kept out of it. 

Howard Anderson ¢ Ash Fork, Arizona 


Whether you're grid-connecte 
others are in the dark. Do 


At Backwoods Solar, all. 
sun using the products i 
or in person in our show 
that may arise. Our 200 
hydro electric systems. | 


1589-HP Rapid gpa Road 


Sandpoint, ID 83 
phone: 208.263.4290 


letters from readers 


Think Twice About 
Your Rural Paradise 


In response to a reader asking what he 
should look for when he’s buying property 
(“Ask the Experts” in HP142): You can 
minimize your footprint anywhere. 


Often times, the more rural and secluded you 
are, the more you may be reliant on your car 
or truck rather than public transportation— 
and the distances you need to travel [to get 
to services] are much greater. 


With us, having always lived and worked 
here on our place, it’s not that much of 
a problem, but anyone who relies on an 
outside job for income may find that their 
rural paradise becomes a bedroom that is 
visited. 

Bruce Brummit ¢ via Facebook 


Errata 

The schematic in “Renewable Energy 
Healthcare in Haiti” (HP742) should have 
shown the “no-generator-contact” inverter 
connected to the battery bank, rather than 
to the charge controllers. See the corrected 
schematic online at www.homepower.com/ 
webextras. 


write to: 


mailbox@homepower.com 
or Mailbox, c/o Home Power 
PO Box 520, Ashland, OR 97520 


Published letters are edited for content 
and length. Due to mail volume, we 
regret that unpublished letters may not 
receive a reply. 


utages. 
‘you today! 


jency power on when 


from the wind, water and 


e support by telephone, email 


installation and help with any questions 
es the basics of installing solar, wind and 
agazine if you mention this ad! 


|| ioe 


| _— 


email: info@backwoodssolar.com 


backwoodssolar.com 


AMERICA’S MOST TRUSTED BACK-UP POWER SUPPLIER 


www.homepower.com 
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SOLIVIA grid-connected solar inverters offer output power of 2.5 kW 
to 5.0 kW. An incredibly durable die-cast aluminum chassis is pow- 
der coated to prevent corrosion and enclosures are water-tight and 
dust-tight to allow for indoor or outdoor installations. Industrial grade 
components provide full power output up to 122 °F (50 °C). No fans 
ensure long life and low maintenance. Local U.S. service and sup- 
port is provided. Please call or email to find out how Delta’s SOLIVIA 
inverters can make your life easier. 


Visit us at Intersolar NA 2011 in San Francisco, CA, 
Booth 7247, or follow us on our website www.solar-inverter.com 
and on Facebook @ “SOLIVIA Solar Inverter from Delta”! 


Delta Products Corporation, Inc. 

15700 Don Julian Road 

City of Industry, CA 91745 

Sales Hotline: 1-877-440-5851 or 1-626-369-8021 
Email: sales.usa@solar-inverter.com 


Aneta 


renewable energy Q&A 


Sizing Inverters for 


Cloud-Edge Enhancement 

The other day, | glanced at my PV system’s wireless monitor and 
was quite surprised to see an unusually high power reading of 
2.75 kW AC. My grid-tied system (12 Sharp 208 W modules and an 
SMA America SB3000 inverter) has an STC rating of 2.49 kW DC. 
It typically only produces a high reading between 2.1 and 2.2 kW 
AC. The power surge, which happened on a partially cloudy day, 
was likely from an “edge-of-cloud” effect, which occurs when the 
sun is coming out from behind clouds. Having both direct sunlight 
and light reflection off the clouds causes more sunlight on the PV 
modules—and a brief increase in amperage. 


When sizing the PV system components and wiring, designers try 
to account for the highest possible voltage and current. But | have 
never come across any adjustments in the calculations to account 
for the edge-of-cloud effects. As a matter of fact, none of the 
PV books I’ve read even mention this effect. It seems to me that 
however briefly the phenomenon lasts, the higher solar irradiance 
of the edge-of-cloud effect produces a significant increase in 
amperage (and only a slight increase in voltage) that should be 
taken into account. What do you think? 


Marc Fontana ¢ via e-mail 


Your observation of cloud-edge enhancement is correct. It is possible 
to get 20% to 30% higher irradiance than the “peak” of 1,000 
watts per square meter during one of these events. The physical 
phenomenon is the refraction of light with cumulus clouds. Light near 
the edge of the cloud is bent and dumped around the perimeter of 
the cloud. If you happen to be flying on a day with cumulus clouds, 
observe the shadows on the ground. You will see a bright band of 
light around the edge of the shadow. This is not an optical illusion— 
and it’s more irradiance that a PV system can use. 


Historically, PV designers have not worried about capturing this extra 
power since the amount of energy in these spikes is quite small. (In 
Santa Clara, California, for example, it’s most likely less than 0.25% 
of annual energy.) The reason for dismissing this extra performance 
was that inverters used to be twice as expensive. However, with the 
declining costs of inverters, it is now more cost-effective to oversize 
an inverter and capture these events. Oversizing also has other 
benefits, such as a cooler-running and longer-lived inverter. 


Courtesy David Emrich 


The caution for those new to solar electricity is that when you 
oversize the inverter, don’t expect a lot more power or energy. A 
2,500-watt STC array with a 3,000-watt inverter will rarely see more 
than 2,000 watts at noon on a sunny day. However, the cloud-edge 
power spikes will be captured, so you can feel good about the fact 
that you bought a little more inverter than you actually needed. 


In summary, sizing for cloud-edge effects makes good performance 
and reliability sense, although it will cost you. By sizing an inverter 
10% to 25% larger than your modules’ STC rating, the inverter will 
run cooler, last longer, and capture the energy in those short bursts 
of extra power. Inverter sizes are often given in ratios of STC module 
rating to inverter capacity. Conventional wisdom is to size a PV 
array to 110% or 120% of inverter capacity. This means a 4,800 W 
STC array would be well-sized for a 4,000 W inverter. However, in 
locations that get a lot of partly cloudy weather, a 5,200 W to 6,000 
W inverter will better capture those peak times and run cooler the 
rest of the time. However, in this example, the cost premium would 
be in the $500 to $800 range, and may not provide a return on the 
investment over time. (For more information on the edge-of-cloud 
effect, see “Back Page Basics” in HP142.) 


Bill Brooks ¢ Brooks Engineering 


Module Temperature Coefficients 

Sometimes, manufacturers list open-circuit voltage temperature 
coefficient as a percentage per °C, and sometimes as mV per °C. 
How do | change one to the other for comparison? Could you give 
me an example? For instance, what would be the Voc at -10°C? 


Brandon Willard ¢ via e-mail 


The voltage of a PV module varies inversely with the temperature of 
the cells. Voltage increases when temperature decreases; voltage 
decreases when temperature increases. 


Manufacturers’ temperature coefficients are used to find module 
voltages for cell temperatures that differ from the standard test 
condition (STC) temperature of 25°C. In the field, cell temperatures 
can vary from 80°C to -40°C, so module voltage can vary significantly 
from the voltage specification depending on the climate. 


Since voltage has an inverse relationship to temperature, the 
coefficient is always a negative number. If the temperature coefficient 
is given in % per °C, convert this to volts per °C by multiplying the 
module open-circuit voltage by the given coefficient and dividing by 


Inverse Relationship 
Between Temp & Voc 
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100 (see example below). If the coefficient is given in mV, change 
this to volts by dividing by 1,000 (since there are 1,000 mV in 1 volt). 


Once the coefficient is in volts per °C, adjust the module’s open- 
circuit voltage based on the change in cell temperature compared 
to the STC temperature. Following is an example using -10°C as the 
cell temperature for a module that has an open-circuit voltage of 36.6 
and a temperature coefficient of -0.36% per °C. You can apply the 
same procedure to your module’s specs. 


First, convert the % per °C to voltage per °C by multiplying module 
open-circuit voltage times the temperature coefficient, then divide by 
100. In this example: (36.6 V x -0.36/°C) + 100 = -0.132 V/°C. This 
means for every degree change from STC, the module’s voltage will 
change -0.132 V (or -132 mV). 


Next, calculate the module voltage at this temperature (-10°C) using 
the following formula: 


Module Voltage = Voc + {(Tcell —- TSTC) x (Tcoef Voc)} 
= 36.6 V + {(-10°C - 25°C) x -0.132 V/°C} 
= 36.6 V + {-35°C x -0.132 V/°C} 
= 36.6V + 4.62 V 
= 41.22 Voc 


This result means the module’s open-circuit voltage will be 41.22 if 
the cell temperature is -10°C. The cells’ temperature is 35°C lower 
than STC temperatures, so the voltage is higher. 


National Electrical Code (NEC) Sections 690.7 and 690.53 require that 
maximum system voltage be calculated using the lowest expected 
ambient temperature at your location. This voltage is one part of the DC 
system characteristics label required by the NEC for all PV systems. 


Temperature coefficients refer to ce/l temperature, not ambient 
temperature. The cells of a module are generally the coldest in the early 
morning, just as the sun is rising. At this time, the cell temperature is 
essentially the same as the ambient temperature. This means we can 
use the coldest ambient temperature where the system is installed as 
the cell temperature to calculate the module’s maximum voltage. 


If you have a string of these modules, then each module in the string 
has a voltage of 41.22. The open-circuit voltage at the inverter is the 
sum of all the adjusted module voltages in the string. Since inverters 


PVMax™ Ground 
Mount System — Ideal 
for Small to Mid-Sized 


PV Installations in 
Most Terrains 


must operate within their voltage range specification, this adjusted 
voltage could affect the number of modules in a string, depending on 
the temperatures where you are installing the solar-electric system. 


Brad Burkhartzmeyer ¢ Sun’s Eye Solar Power 


Battery Rescue 

My off-grid friends have a rag-tag set of modules that develop 17 
amps, maximum, and a bank of eight T-105 batteries (wired for 12 
V nominal), which are only a year old. The charge controller is an RV 
Solar Boost 50. The batteries have never been equalized, and are 
exhibiting signs of sulfation—they charge and discharge rapidly. 
My friends don’t take the batteries much below 12.25 V. If it’s 
sunny, the batteries are fully charged before noon. One day’s use 
take them down to about 12.3 V. When the charge controller says 
they’re fully charged, hydrometer readings indicate only a “fair” 
reading, with three or four cells reading in the discharged zone. 
The usage has been higher lately due to the couple’s retirement, 
so the rapid discharge wasn’t in itself alarming. But the hydrometer 
readings were a red flag. 


For equalizing, they have a Trace inverter/charger and a 3,500- 
watt, 120 VAC Sears generator. It doesn’t have a 240 VAC circuit. 
According to my reading in Home Power and the inverter manual, 
the estimated 15 A from the charger won’t really equalize the 
batteries. However, when the inverter is switched to equalize, the 
voltage will rise to above 15.6 V. They currently don’t have a meter 
to read the battery charger’s output amps. 


The batteries have been brought up to full charge with the 
generator when experiencing successive cloudy days. Should we 
attempt to equalize with what we have? Is it better than nothing, or 
just a waste of gas? We would have tried a generator session, but 
are working on improving the battery box ventilation as we were 
getting quite a strong smell when attempting an extended run. The 
voltage was pushing 16 V after only an hour. 


Would a desulfator be helpful? There is very little mention of them 
in Home Power and solar businesses don’t appear to sell them. 
What is the desulfator story? There are many offered online, but 
again, not from photovoltaic companies! 


The battery cables are clean; the batteries and their terminals are 
clean. Electrolyte is checked regularly. The system could benefit 


+ Attractive, durable design speaks lends to repeat orders 
+ Durable, corrosion resistant components to withstand the elements 


Schletter Inc. 

3761 E Farnum Place, 
Tucson, Arizona 85706 
E-mail: mail@schletter.us 


+ Pre-assembled support kits for quick assembly 
* Made in the USA, ARRA compliant 


Solar Mounting Systems 


L CHLETTER 


Visit WWW.PVMAX.US for more information or call technical sales at 520-289-8730 
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Courtesy Trojan Battery 


from more modules and batteries, | think, 
but in the meantime, what can be done? 
Can their batteries be rescued with what 
they have? 

Murray Eaton ¢ Gold Hill, Colorado 


You can try a battery-rescue mission with 
what you have. Using the generator would 
only be a waste of gas if the battery cases 
are cracked or the positive terminals are 
bulging the plastic on top. No doubt I’m 
preaching to the choir here, but there is 


US Ristributing 
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no substitute for regular and proper battery 
maintenance, including equalization! 


First of all, give the batteries a once-over, 
being sure to wear, at a minimum, safety 
glasses and rubber gloves anytime you are 
working on the bank. Remove any corrosion 
from the battery terminals with a wire brush. 
Insulate your wrench handles if you have to 
remove wires from the terminals, then clean 
and reconnect them. Next, clean the battery 
tops with a wet rag, being careful not to spill 
liquid into the cap vents. Then, check every 
connection to every battery terminal and 
tighten them as needed. If your hydrometer 
is not temperature-compensated, you should 
purchase one with an integrated thermometer. 


Charge the battery bank until it reaches 
“float” condition, and top off each cell to the 
mark with distilled water. Next, measure and 
write down the specific gravity of every cell. 
Now it’s time to start the equalization cycle. 
According to Trojan Battery, your 15 A of 
charging current from the generator is more 
than ample to equalize that particular battery 
bank; they recommend between 9 and 27 A. 


After a full equalization cycle, rest (or use) 
the battery bank for a day or two, charge 
it up to float again, top off the cells, and 
measure and record the specific gravity 


(SG) from each cell. Did anything change? 
If the SG is higher compared to your first 
reading, or there is less difference between 
the readings of different cells, it’s possible 
you are making some progress! Trojan 
Battery recommends equalization for that 
particular battery bank when full-charge SG 
falls below 1.25, or if there is a difference 
of more than 0.030 between cells. It would 
be well worth investing in a bit more gas to 
try the procedure above a few more times. 
If nothing is changing the SG readings, the 
batteries are probably ready for a trip to the 
local battery recycling center. 


As for battery desulfators, both chemical 
and electronic, I’ve been reading anecdotal 
reports about them for more than a decade, 
but have run across no trusted empirical 
data. Part of the problem is that every 
battery is different, and can be damaged in 
different ways. Some experts also point out 
that any modern PWM or MPPT solar charge 
controller is doing something very similar 
(but more gentle) to the batteries, acting as 
an electronic desulfator and giving them a 
series of pulses instead of steady current. 


Trojan Battery told me that they do not 
recommend the use of either electronic or 
chemical desulfators. They point out that 
these are both indiscriminate, attacking all the 


Tired of fighting 
your distributor? 


North America’s Exclusive 
Distributor of ET Solar. 


1 
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The first high voltage solar 
charge controller on the market! 


Introducing the Xantrex™ XW MPPT 80 600 
high voltage charge controller. 


Schneider = 
Electric 


Schneider Electric Xantrex 
XW Inverter/Charger system 


> High input voltage up to GOOV 
dramatically reduces wiring gauges 
and conduit sizes 


> Allows PV string arrays to be located 
far away from controller 


> Shade-tolerant Fast Sweep MPPT 
technology increases energy harvest 


> Can be used with positive, negative, 
and ungrounded arrays 


> Seamless integration with XW 


inverter/charger system : : 
Schneider Electric 


Xantrex MPPT 80 600 


Schneider Electric provides a complete range of inverters, breakers, 
disconnects and load centers for renewable energy solutions. 


Download the FREE white paper 


“String inverter shade tolerant MPPT technology” 


Scheider 


Visit www.SEreply.com | Key Code z993w 
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battery plates, both positive and negative— 
not just the lead sulfate—thus reducing battery 
life. The use of any sort of desulfator will void 
your Trojan Battery warranty. Good luck with 
your rescue mission! 


Dan Fink ¢ Buckville Energy Consulting 


Solar-Electric Newbie 

| am trying to install solar power at an off- 
grid cabin, but I’m new to solar electricity, 
and am struggling to understand how much 
usable energy a PV module can provide. 
For instance, how long could | run a 100 W 
lightbulb with the electricity generated by a 
45-watt solar-electric module? 


Kim Showalter ¢ via e-mail 
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This is a big topic—one which is covered 
in days in online and in-person workshops, 
and in many Home Power articles. So I'll 
only give you the big picture overview here. 


Stand-alone system design has several 
steps: 


1. Load analysis: Determine how many 
kilowatt-hours (kWh) you need per day. 

2. Reduce your usage via energy efficiency 
and conservation. 

3. Determine your solar resource—measured 
in average peak sun-hours (a measured 
value that might better be called “full sun- 
hours” or “perfect sun-hours”). 

4. Determine your solar-electric capacity 
with a formula like: kWh + peak sun-hours 
+ factor. The factor for an off-grid battery- 
based system might be 0.65, so one 
example might look like this: 600 Wh per 
day + 3.5 peak sun-hours + 0.65 = 264 
rated watts of solar-electric capacity. 

5. Base your battery bank size on how 
many days without sun you are willing to 
live with, and specify other components. 


In your example, a 45-watt rated PV module 
will produce roughly 120 watt-hours per day 
if you have 4 peak sun-hours (45 W x 4 sun- 
hours x 0.65). This means that you could run 
a 100-watt lightbulb for 1.2 hours per day if 
you have 4 hours of sunshine each day. 


That brings us back to Step 2: Ditch the 
100-watt lightbulbs, and instead use energy- 
efficient compact fluorescent lightbulbs 
(CFLs) or light-emitting diodes (LEDs). With 
a 25-watt CFL, you will get the same amount 
of light as a 100-watt incandescent bulb, but 
with a quarter of the energy use. This means 
the same PV system could run the bulb for 
4.8 hours per day. 


lan Woofenden ¢ Home Power Senior Editor 


write to: 


asktheexperts@homepower.com 


Published letters are edited for content 
and length. Due to mail volume, we 
regret that unpublished letters may not 
receive a reply. 


S 5!" THERE IS A REASON WHY THE INDUSTRY 
"ee |NNOVATORYS ALSO THE MARKET LEADER! 


When it comes to mounting framed PV modules directly 
to'standing seam metal roofs, there really is only one way! 


The Right Way! 


air 


Visit us in 
May at ASES 


Booth 


The quickest way! 
The easiest way! 
The right way! 


Rail or DirectAttached™ 


S-5!® mounting solutions result 
in dramatically reduced costs. 


Mounting hardware as low as $.06 per watt’. 


*To learn how, visit www.S-5-solar.com/hp or call 1-888-825-3432. 
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Installers worldwide know SMA inverters 
are the key to a successful solar project. 


An inverter transforms the DC power produced by solar panels into utility-compliant AC power, 
allowing it to be fed into the utility grid. During the transformation process, it is very important 
that energy loss be minimized. SMA inverters reduce loss and maximize your solar system's 
performance. SMA is the world’s largest manufacturer of solar inverters and builds the most 
efficient, technologically advanced inverters available. When considering an inverter for your 
solar power system, SMA is the only logical choice. 


SMA Inverters: Ask for them by name. 
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and love it! 


Great Gear, Great Prices! Accredited Hands-on Workshops 
for PV & Solar Thermal Installations 


Count toward NABCEP educational credit hours. 
Full classes schedule and information on-line now! 
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altE customer Michael and his family 
enjoy a 4.5 kW Photovoltaic system and 
a solar hot water system made up of five 
collectors on their Connecticut home. 
Read Michael's story online at: 
altestore.com/stories 
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Is Wind Electricity 
hight tor You? 


eS by lan Woofenden 
& Mick Sagrillo 


Shawn Schreiner 


Vince Culp of Energy Unlimited 
gets ready to raise an Endurance S-343 
on a 90-foot hydraulic tilt-up tower. 
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Wind electricity is an 
enticing technology, 
drawing attention to 
itself with every turn of 
the blade. But for the 
uneducated consumer, 
wind power can end 

up being the most 
disappointing of RE 
technologies. This is not 
because it’s a hopeless 
endeavor to capture the 
energy in the wind, but 
because it’s a difficult 
job. Unfortunately, 

the technology also 
seems to attract more 
backyard “inventors” 
and hucksters than other 
renewable technologies. 


Tilt-up towers require a large, open 
site to raise and lower the tower, but 
guyed towers can be sited on cluttered 
sites and even between buildings. 


wind< turbines 


to pass interviews, tests, and other evaluations. Perhaps wind electricity 

consumers should put themselves through a similar grilling before taking on 
the job of wind-electric system owner. In this article, we'll run you through some 
tests to see if you qualify. 


B efore you are hired for a new job or are accepted as a new student, you need 


Site Evaluation 

One early step is to look at your physical site. Productive wind-electric systems take 
space. If you live ina city lot, an apartment, or even on a small suburban lot, installing 
a wind-electric system may be difficult or impossible. Even if you have the space, 
most urban settings have little, if any, wind resource. 

Freestanding towers can have a very small footprint, and in fact can be installed 
on very small lots. Fixed guyed and tilt-up towers both need a more substantial 
footprint, for the guy wires and for tilting down. These are often not options on 
small lots. 

Successful wind-electric systems need tall towers that put the wind generator in 
the smooth, strong wind, well above obstructions. This can be very difficult on small 
lots, and may also lead to objections by neighbors and others. 

The hard reality is that in today’s cultural and legal climate, small wind systems 
are primarily successful as a rural technology. If you don’t have an acre or more of 
ground, you'll have an uphill battle to permit and install a system that generates the 
electricity expected from it. 


Legal Limitations 

In addition to space and neighbor constraints, you'll often face legal hurdles, 
especially in the city and suburbs. Objections to wind energy systems come with 
their own ignorance, fear, and misconceptions. Unfortunately, local officials are 
sometimes ill-informed and may give too much credence to fear-mongering or 
antiwind zealots. 

It’s common to find local or state statutes that restrict tower height to 30 to 60 
feet—heights that hamstring a system to poor performance. These sorts of limits 
need to be challenged in administrative offices and courtrooms. Better yet, do the 
necessary education and change the permitting language proactively to avoid 
battles later on. Bowing to ordinances that limit tower height only results in poorly 
performing systems, and sets a bad precedent. 
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Power Available & Wind Speed 


% of Rated 
Wind Speed 


% of Power 
Available 


Wind Speed 
(mph) 


100.00% 100.00% | 


Laws that require a distance between your tower and 
buildings or property lines are called “setbacks,” and they 
can set your project back—in dollars and productivity. These 
restrictions vary by jurisdiction; we wonder why utility poles 
and towers are allowed close to roads, homes, and schools, while 
similarly engineered wind generator towers typically are not. 
Tower failures are rare, and real-world results show that, in the 
unlikely event that a failure occurs, the tower tends to buckle, 
instead of falling to its full height. Correcting unreasonable 
setbacks will make your project more functional, and help the 
industry mature. 

Local jurisdictions may suggest or even require that you 
get comments or consent from neighbors before you are 
granted a building permit for your wind-electric project. Such 
requirements rarely, if ever, are enacted for other building 
or construction projects, and wind systems should not be 
treated any differently. Community pressure can change 
ill-conceived regulations. Meanwhile, we suggest that you 
become friendly with your neighbors, share your renewable 
energy passion, and get them on your side before it becomes 
a legal issue. 


Resource Assessment 
If you have the space and can deal with the bureaucracy, 
a next step is to find out what sort of wind resource 
you have. “It’s always windy here” is not a scientific 
observation, and it’s also rarely true. Wind is the fuel, 
and finding out its strength and quality will be crucial to 
your wind-electric system’s performance. 

What you want to find is an average wind speed. This 
is not a guess, not a peak gust, not an observation, but a 
measured or extrapolated average of the winds on your 
site over the years. At home sites where the turbine sits on 
a tall tower, a realistic average is between 6 and 14 mph. 
However, a 6 mph average wind speed site is not ideal for 
on-grid systems, and is marginal at best for off-grid ones. 
A site with an average wind speed of 14 mph will give high 
production (and will require robust equipment), but is rare 
where most people live. While there are certainly exceptions, 
average wind speeds of 10 to 12 mph at tower-top height are 
typical at rural home sites. 

Determining the average wind speed on your site is not 
always easy. You may be able to do short-term monitoring with 
anemometry and correlate with nearby data, but this is difficult 
to do without proper training and experience. More likely, you'll 
lean on a professional site assessment or wind mapping data. 
Don’t grab map data and take it at face value, though. Most 


Courtesy lan Woofenden (2) 


trained site assessors have learned what data they can trust, and 
know how to derate or adjust the mapping data to determine 
real-world conditions in your area. 

With an estimate of your average annual wind speed at 
hub height (the wind generator’s rotor center), you can look 
at production estimates from manufacturers (see the wind 
turbines table on pages 56-59). Then you'll have a rough 
idea of what you can expect in annual energy production 
(kilowatt-hours; kWh) from your system, and compare it to 
your energy use. In this way, you'll be realistic about what 
portion of your energy consumption and utility bill the 
system will offset. 


Tower Economics 

Once it has been determined that a good resource exists, the 
most common mistake for small wind systems is putting 
a wind generator on too short of a tower. This is akin to 
putting a solar collector in the shade. Wind power is a cubic 
resource—doubling its speed increases the power available 
to the system eight times. So going a little higher to get into 
faster wind speeds can reap large rewards. 

Since most people don’t live in a perpetual “tornado 
alley,” where winds are constant and high, another way to 
think of this is in reverse—what happens when wind speeds 
are cut in half, or even more? The “Power Available & 
Wind Speed” table gives you an idea of how much power is 
available in winds below the rated wind speed (often about 24 
mph) of most well-designed wind turbines. 


Inset: A wind turbine on a short tower is a waste of money if 
your goal is to produce energy. 


Main: To recoup your investment, wind turbines should be sited 
far from, and well above, any obstructions to the wind. 
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Turbine Choices 
Choosing your wind turbine is, 
first of all, a match between 
your electricity loads—how 
many kWh per year you 
use—and the prediction 
of what your system’s 
production will be—also in 
kWh per year—based on the 
average wind speed at your site. 
Scan the table across the row for 
average wind speed, to see which of the turbines listed can meet 

your needs. 

In addition to predicted energy output, you should 
consider the turbine’s durability, which is harder to gauge. 
Heavier-built turbines will tend to stand up better in rough 
storm conditions. Within a particular size range, more 
expensive turbines may also fare better. Turbines with longer 
warranties perhaps will last longer, or at least you'll have 
recourse if there are problems. 

This year, the first “certified” turbines will be available 
in the United States. As of mid-April, the Small Wind 
Certification Council (GSWCC; www.smallwindcertification. 
org) had applications from 21 companies for 25 different 
turbine models. By the end of the year, some turbines will 
receive their certification with verified testing of energy 
production. This is an exciting development in the industry, 
which has been troubled for years by misleading marketing 
claims. 


Turbine Size 

“There’s no replacement for displacement” is a common 
phrase in the engine world. “Swept area matters” is the 
analogous statement in small wind circles. The “rotor”’—the 
blades and hub, which sweep a circle measured in square 
feet—is the collector area. More collector means more wind 
energy collection. Ignore advertising claims that you can get 
lots and lots of energy out of a small collector. They’re just 
not true. 

If you don’t have verified production numbers for the 
turbine, swept area is as good of a comparative measure as we 
have to guess at wind turbine production. In general, home-scale 
turbines fall within the 12- to 50-foot-diameter range if your goal 
is to meet a significant portion of your home’s energy needs. 


(continued on page 60) 


Although smaller 
turbines are 
manufactured, 
the Bergey XL.1 
is the smallest 

in our survey of 
residential-scale 
turbines. 


Courtesy Bergey Windpower 
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What’s in the Table? 


The table on pages 56 through 59 shows basic specifications for 
small wind turbines available and supported in North America. 
Understanding the specs will help you make intelligent turbine- 
buying choices. 


The manufacturer indicates the source of the wind turbines 
listed, either manufactured in North America or imported. 


Swept area is the area in square feet of the rotor. This is the 
“wind collector” area, and besides average wind speed, is the 
biggest factor influencing turbine output. A larger rotor will 
capture more energy. 


Warranty is noted in years, but we urge you to find out what is 
covered and what is not. Usually it only covers the equipment, 
not the replacement labor costs and shipping, which can be 
significant. Several manufacturers also offer extended warranties 
for an additional cost. 


SWCC status refers to the Small Wind Certification Council 
(SWCC), an independent certification body, which certifies that 
small wind turbines meet or exceed the requirements of the 
AWEA Small Wind Turbine Performance and Safety Standard. 
This certification provides a common North American standard 
for reporting turbine energy and sound-level performance. The 
table notes whether the manufacturer has applied for certification 
with the SWCC, but not the status of the application or how far 
along the testing is. Turbine certification will likely be required 
to qualify for some states’ financial incentives. Since these 
agencies typically fund only grid-tied systems, manufacturers are 
unlikely to apply for certification for off-grid systems, which are 
usually the “smaller” small turbines. 


While only a handful of manufacturers are in the process of 
SWCC certification, other companies may be pursuing 
certification from other agencies. For example, there are several 
certification bodies in Europe, and many of the turbines listed 
are manufactured there. In addition, other organizations in other 
parts of the world offer various types of certification for turbines 
or turbine components. However, since public benefits programs 
will likely rely on SWCC certification, this is the certification 
status to keep an eye on. 


Predicted annual energy output (AEO) at hub height at average 
wind speed shows manufacturers’ projected production for that 
turbine at wind speeds from 8 through 14 mph. These present 
some general numbers to match to your site’s average wind speed 
and your energy needs. All of the AEOs provided in the table were 
supplied by the manufacturers. Your turbine’s performance on 
your site may vary, sometimes significantly. You may want to 
derate the listed AEOs by about 25%. We have no evidence that 
all manufacturer AEOs are overstated, although some seem to 
be. It is certainly better to underpredict AEO, and be pleasantly 
surprised, than to overpredict and be disappointed. 


For installer evaluations of the manufacturers and their equipment, 
65 installers who are active and earning a living in the small wind 
industry were sent surveys. Using an “A to F” convention, installers 
were asked to “grade” the turbines and the level of service that 
the manufacturers provide. The table includes the average of their 
responses to questions, which included: 


Manufacturer’s pre-sales response to product questions 
Overall quality of the product 

Completeness of order 

Post-sales technical support 

Reliability of system 


We also asked installers to answer “Yes” or “No” to the following 
questions: 


e Would you sell or install this turbine to another customer? 
e Would you buy and install this turbine for yourself? 
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XL.1 Whisper 200 e300i Proven 7 


Bergey Southwest Proven 
Manufacturer ee ee eS 


Specs 
Swept area (sq. ft.)* 
Warranty (years)* 
SWCC certification application 


8 mph 

9 mph 
10 mph 
11 mph 
12 mph 
13 mph 
14 mph 


Survey of North American Wind Installers 


Number of responses Ss a |e | GD | OS | > | 
Turbines installed by respondents [SESS NT SS RT TS ae a 


Manufacturer presales response a a ee a 


Product quality 
Completeness of order 
Ease of serviceability 
Post sales tech support 
System reliability 


Average overall grade 


Would you sell or install this turbine to another customer? 
Yes Maybe = No_—_ IN NN I 


Would you buy & install this turbine for yourself? 


*Manufacturers’ data from 2010 
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Whisper 200 e300 Xzeres 110 


Xzeres 110 Skystream 3.7 


Xzeres 


Southwest 
Windpower 


e400i 


Kestrel 


3.5 


Raum 


Whisper 500 


Southwest 
Windpower 


Montana 


Fortis 


turbines 


Evance 


xzeres.com 


windenergy.com 


kestrelwind.co.za 


raumenergy.com 


windenergy.com 


fortiswind.com 


evancewind.com 


110.0 113.0 135.0 135.0 176.0 211.0 246.0 
10 5 5 S 5 5 5 
No Yes Yes No No No 

1,629 914 2,010 2,021 1,474 3,459 

2,274 1,373 2,781 3,213 2,139 4,438 

3,039 1,925 3,807 4,380 2,907 5,443 

3,894 2,594 5,050 5,811 3,749 6,444 

4,801 3,216 5,996 7,447 4,637 7,410 

5,728 3,898 7,230 8,631 5,544 8,315 

10,272 


B 
B- B- Cc A- 
B- A A A 
C+ Cc Cc B 
; C- ; A- 
C+ Cc Cc A 
A- 
1-3-4 2-1-2 0-1-0 1-0-0 
2-1-2 0-0-1 1-0-0 


Proven 11 Scirocco Excel-R Excel-S 
Proven Eoltec Endurance Bergey Bergey 
Energy Windpower Windpower Windpower 

provenenergy.co.uk eoltec.com endurancewindpower.com bergey.com bergey.com 


Predicted Annual Energy Output (kWh)* 


No 


No 


Yes 


No 


Yes 


Survey of North American Win 


d Installers 


PTs) 3,496 5,249 3,600 5,000 
3,973 4,997 7,293 5,400 7,100 
5,752 6,746 9,498 7,500 9,600 
7,358 8,687 11,781 9,700 12,700 
9,526 10,751 14,065 12,100 15,900 
11,331 12,870 16,282 14,500 19,500 
13,606 14,983 18,375 16,800 23,300 


Would you sell or install this turbine to another customer? 


Would you buy & install this turbine for yourself? 


1-0-2 


0-0-3 


*Manufacturers’ data from 2010 
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1-0-0 


17-1-0 
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Fortis 


Xzeres 442SR 


Xzeres 


Proven 35 


Proven 
Energy 


31-20 


WTIC 


133-11 


Gaia-Wind 


E-3120 


Endurance 
Windpower 


ind = | 


Northwind 100 


Northern Power 
Systems 


fortiswind.com 


xzeres.com 


provenenergy.co.uk 


windturbine.net 


gaia-wind.com 


endurancewindpower.com 


northernpower.com 


426.0 442.0 684.5 754.0 1,425.0 3,120.0 3,725.0 

5) 10 5 iS 5) S 2 (5 optional) 

No Yes No No Yes Not applicable Not applicable 
11,098 7,081 10,759 7,295 11,535 48,145 49,099 
14,659 9,910 14,826 10,689 17,004 68,890 69,742 
18,456 13,198 20,400 14,966 22,962 91,758 98,996 
22,344 16,819 25,057 20,066 29,127 115,746 124,508 
26,156 20,628 30,895 25,836 35,263 139,955 158,135 
29,728 24,483 35,448 32,070 41,167 163,647 185,796 


32,925 


28,267 


40,863 


38,552 


48,676 


186,254 


220,558 


B 

C+ Cc B A B- A 

Cc Cc A- A C+ A- 
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windé turbines 


Rotor Diameter & Swept Area 


Northwind 100: 

3,725 sq. ft., 69 ft. diam. 
Gaia-Wind 133-11: 
1,425 sq. ft., 42.6 ft. diam. 
Proven 35: 

684.5 sq. ft., 29.5 ft. diam. 
Fortis Alize: 

426 sq. ft., 23.3 ft. diam. 
Excel-R: 

380 sq. ft., 22 ft. diam. 
Scirocco: 

265 sq. ft., 18.4 ft. diam. 
Evance R9000: 

246 sq. ft., 17.7 ft. diam. 
Whisper 500: 

176 sq. ft., 15 ft. diam. 
Kestrel e400i: 

135 sq. ft., 13 ft. diam. 
Xzeres 110: 

110 sq. ft., 11.8 ft. diam. 
Kestrel e300i: 

76 sq. ft., 10 ft. diam. 


Whisper 200: 
63.5 sq. ft., 9 ft. diam. 


Maintenance 

All wind generators need regular maintenance. A turbine is 
a dynamic piece of spinning equipment operating in a severe 
environment. Compare the rpm and lifetime of a wind generator 
with your car. Let’s assume you drive your car for 200,000 miles 
at an average speed of 50 mph before trading it in. This equates 
to 4,000 hours of driving. That’s all! There are 8,760 hours in a 
year, and your wind turbine is likely spinning and generating 
energy about 80% of that time, or about 7,000 hours. That’s 
nearly two car lifetimes in a single year of turbine operation. 

Well-designed wind turbines are projected to last 20 to 30 
years before a complete rebuild is necessary. No one in their 
right mind would buy a car and expect to drive it for even 
2,000 hours without inspections, service, and maintenance. 
Why believe otherwise about a wind turbine? 

If you don’t change the oil in your car, it will die an early 
death. If you don’t maintain your wind generator, it will die 
an early—and probably a very dramatic—death. Turbine 
owners should stick with a regular schedule to keep up with 
maintenance. 

Most required “maintenance” is centered around thorough 
inspections of the turbine as well as the tower. This means at 
least once a year (ideally twice), you need to climb or lower 
your tower, give it a thorough go-over, and do all necessary 
maintenance and repair. There’s no shortcut here; no such 
thing as a “maintenance-free” wind turbine. As the saying 
goes: “If you don’t pay your turbine a visit at least annually 
for a preventive maintenance inspection, someday, it may 
come down and pay you a visit.” If you want a technology 
that doesn’t require this level of maintenance, buy PV 
modules—they have no moving parts to maintain. 


Endurance E-3120: 
3,120 sq. ft., 63 ft. diam. 


WTIC 31-20: 
754 sq. ft., 31 ft. diam. 


Xzeres 442: 

442 sq. ft., 23.6 ft. diam. 
Excel-S: 

415 sq. ft., 23 ft. diam. 


Endurance S-343: 
343 sq. ft., 21 ft. diam. 


Proven 11: 
255.6 sq. ft., 18 ft. diam. 


Fortis Montana: 
211 sq. ft., 16.4 ft. diam. 


Raum 3.5: 
135 sq. ft., 13.2 ft. diam. 


Skystream 3.7: 
113 sq. ft., 12 ft. diam. 


Proven 7: 
103.6 sq. ft., 11.5 ft. diam. 


Raum 1.3: 
73 sq. ft., 9.5 ft. diam. 


XL.1: 
53 sq. ft., 8.2 ft. diam. 


Do You Pass the Test? 
So, how did you do? Ask yourself these questions: 


[11 Do you have the space for a tower, and the type of 
neighbors who can live with it? 


Can you deal with (or work to change) local permitting or 
zoning regulations to install a productive system? 


im) 

C1 Is there a reasonable wind resource at your site, preferably 
an average that falls within a 10 to 14 mph range? 

i) 


Can you afford to install a tall tower that gets your wind 
turbine rotor at least 30 feet above all nearby obstructions, 
including growing trees, for the life of the system? 


O 


Can you afford a durable turbine that will stand up to 
conditions at your site for decades? 


[1 Can you afford a large enough turbine to significantly 
offset your energy needs? 


O1 Are you willing to maintain the turbine and tower or 
pay someone to do this on a regular basis, and are you 
prepared to deal the inevitable repair? 


If your answer to any of these questions is “no,” there are 
many other options for you to reach your renewable energy 
goals. It will be better to have a successful solar- or hydro-electric 
system (along with household energy-efficiency improvements) 
than a poorly performing or failed wind system. 

If your answers are yes all the way down the list, you may 
be a candidate for wind electricity. Take your time, do your 
homework, and carefully design and install a system that 
will be productive and safe for the long term. There’s really 
nothing like living with a successful wind system! 
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Is That “Breakthrough” Real? 


Over the past few years, the media has focused attention on new small wind inventions 
and “technology breakthroughs,” creating havoc and confusion among consumers, The 
hype of selling a new turbine design is often initiated in a press release that’s poorly vetted 
by the unsuspecting or uneducated reporter. Most of these designs are marketed as being 
roof-mounted, and many, though not all, are vertical axis technologies. 


We frequently get questions about such designs, although it is very difficult to educate a 
reporter or homeowner on the physics and fluid dynamics of airflow and the engineering of 
such designs in a few paragraphs or a short phone call. However, examining the history of 
small turbines can be very useful. 


Vertical axis technology actually predated “modern” horizontal wind-electric turbine 
designs. In the 80-plus years since their invention, vertical axis turbines and most all other 
manner of unique rotor designs have given way to two- or three-bladed horizontal axis 
turbines atop tall towers. Why? Because they work, they generate electricity, and most 
importantly, they do so economically over many years. 


The latest eye-candy gizmo that inevitably generates little energy because it sports a small 
collector (that is, rotor) and is sited on a rooftop or short tower where there is little to no 
usable fuel is soon abandoned in the marketplace. This is Darwinian economics at its best. 
To quote Dutch wind expert Eize de Vries, successful modern wind turbine designs have 
come from “evolution, not revolution.” 


If you insist on pursuing unusual designs that are touted as new or superior technologies, 
but provide little to back up their claims, make sure that you look beyond the marketing 
hype. Then, seek out satisfied owners—those without a vested interest in the sale—and 
ask them about their experiences with the turbines. Don’t take it from us, but listen to the 
many people who have been burned and, unfortunately, soured on small wind technology 
because they made a poor investment choice. 


Courtesy Gary Harcourt 


wind< turbines 


If you (and your site) are right for wind 
electricity, wind electricity will be right 
for you. 


Access 

lan Woofenden (ian.woofenden@homepower. 
com) teaches, writes and consults about, and 
uses wind energy at his home in Washington’s 
San Juan Islands, and prefers to bicycle down- 
wind, because he knows wind is cubic power. 


Mick Sagrillo (msagrillo@wizunwired.net) 
teaches and writes about, consults on, 
and uses wind energy, having gained his 
experience by installing many ill-conceived—as 
well as well-designed—turbines at his home in 


Wisconsin. 
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by Guy Marsden 


Squeeze more mileage from your hybrid car with this expert advice. 


If you own a hybrid-electric vehicle (HEV or “hybrid”) or are 
considering buying one, you’ve probably wondered whether 
these cars really get the gas mileage their manufacturers 
claim. Well, that all depends on how you drive it. Hybrids are 
quite different from standard gasoline-fueled cars, and there’s 
a learning curve involved in optimizing their fuel economy. 

My wife Rebekah and I have been driving HEVs for 
more than a decade. She purchased the original two-seater 
Honda Insight hybrid in 2001, and we immediately made 
a competition out of who could get the best mileage per 
trip. We developed several strategies for that vehicle, some 
of which did not translate to the 2006 Ford Escape hybrid 
that I purchased later. The two-seater Insight (made from 
2000 to 2006) is considered a “mild hybrid”—one that never 
operates entirely in electric mode. For that reason, many of 
the strategies discussed here do not apply to that vehicle. 

Most of the HEVs on the road are considered “full” 
hybrids—they can drive for several miles in electric vehicle 
(EV) mode alone. One of the keys to understanding how to 
optimize HEV performance is to learn how to make the best 
use of the battery that powers the electric motor. 


Regenerative Braking 

All HEVs have both an internal combustion engine (ICE) 
and an electric motor, which gets energy from a battery 
pack. In many HEVs, such as the Toyota Prius, the ICE is an 
Atkinson engine which, while efficient at its optimal rpm, 
does not develop much torque at low rpm—so it’s rather 
inefficient during acceleration. The electric motor augments 
the ICE during acceleration—the faster you accelerate, the 
more battery power is used. Of course, most hybrids can also 
operate entirely in electric mode for periods and this uses a 
lot more battery energy. 

The electric motor is used as a generator anytime you 
take your foot off the accelerator or apply the brakes. 
Additionally, once the car is up to speed and cruising 
along, the generator tops off the battery if it is low. This 
is known as a “cruising charge.” Regenerative braking 
switches the electric drive motor to generator mode, 
slowing the vehicle, recovering kinetic energy to convert 
it to electric energy, and storing it in the battery bank. 

All DC motors can become generators if you turn the 
motor by force. The faster you turn it, the more electric 
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power you can generate. In a hybrid, when you press your 
foot down on the brake pedal, the brakes are applied—but 
the motor is also used as a generator, which also slows down 
the vehicle. Some of the braking force is converted to electric 
energy rather than heating the brake pads and rotors. 
Besides helping recharge the battery, this also extends the 
life of the brake pads and rotors. The amount of regenerative 
brake energy depends on the battery pack’s state of charge. 
If the battery is low, the engine computer will configure 
regenerative braking to recover as much energy as it can. 
Many HEVs have two gauges—one that shows energy 
going into or out of the battery (charging or discharging the 
battery bank); another shows the state of charge. Along with 
the real-time mpg gauge, these are the two most important 
gauges to pay attention to for optimizing performance. 

Driving a HEV like a normal car will yield fairly good 
gas mileage, but mastering regenerative braking means more 
energy stored in the battery and therefore less gasoline used. 
Driving more consciously is the key to wresting more mpg 
performance from regenerative braking. This is not always 
easy when you have passengers in the vehicle—especially 
children—but it becomes easier with practice. Most good 
driving guides stress paying attention to the road and 
planning as far ahead as possible, while also being aware of 
the vehicles behind you—and this certainly applies to driving 
a hybrid effectively. 

To optimize the benefits of regenerative braking, plan all 
of your stops in advance and ride the brake gently for as long 
as possible until you come to a stop. Braking puts a lot more 
energy back into the battery than coasting with your foot 
off the accelerator. This is not always practical in traffic and 
doing this to extremes will certainly annoy the other drivers 
on the road. But used appropriately, it is an excellent HEV 
fuel-saving strategy. 


Addressing Your Acceleration 

To prevent wasteful idling, HEVs will usually shut down 
their ICEs at a stop, so plan your acceleration strategy 
according to how fast you expect to go when you take off. 


Stress Sucks Fuel 


Responsible, think-ahead driving makes you a better 
driver—but it also helps to be relaxed. The Discovery 
Channel’s MythBusters team tested the hypothesis that a 
car gets better gas mileage when you are driving relaxed. 


They had the same drivers drive the same course once 
when they were very relaxed, and once when they were 
extremely agitated. They showed that driving while relaxed 
improved gas mileage significantly. No big surprise, since 
the relaxed drivers weren’t taking out their aggression on 
the accelerator. 
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Hypermiling 


“Hypermilers” go to considerable extremes to get 
high gas mileage—many can more than double the 
rated mpg of their vehicles in ideal conditions. While 
these strategies are not always considered safe or 
prudent, they can be used judiciously on open roads 
with light traffic. One technique that works well with 
the Prius is known as “pulse and glide.” The practice 
is to accelerate up to 39 mph using the ICE. Then, you 
remove your foot from the accelerator so the ICE shuts 
off, and coast down to 33 mph. This repeated process 
can help increase your mpg on long, straight, fairly 
level roads. Some hybrids require riding the brake very 
gently for a few seconds to shut off the ICE. While the 
car is gliding, be sure you are neither using regenerative 
braking nor engaging the ICE. Maintaining a coasting 
glide on level ground takes some accelerator finesse, 
so don’t be discouraged if you don’t get results at first. 
A Web search for “hypermiling” will yield a wealth of 
information for your specific vehicle. 


If you accelerate gently, the vehicle will remain in EV mode 
longer before it switches on the ICE. If you are stopped at the 
top of a hill, you can use gravity to assist your acceleration, 
reducing your need to depress the accelerator. 

In city driving, accelerating very gently will keep you in 
EV mode longer if you remain below about 25 mph—any 
sudden pressure on the accelerator is likely to kick on the 
ICE. One way of looking at accelerating in a hybrid is to see 
how lightly you can hold your foot on the accelerator and 
still maintain the speed that you need. Most drivers tend to 
press on the accelerator much harder than is actually needed 
to maintain speed. Watching the real-time mpg display on the 
dashboard will help you get a feel for this (see “Scan Gauge” 
sidebar). 

Let’s say you’re planning a round trip from your rural 
home to do some town shopping and your route in town 
consists mostly of low-speed driving (below 25 mph). If you 
can plan your driving so that you enter town with a fully 
charged battery bank, this will give your car the maximum 
EV range. For instance, if you have a long downhill run on the 
way into town, you can either drop the vehicle into low gear 
on that hill if it is quite steep or feather the brake pedal all the 
way down, or both. Using low gear turns the engine generator 
faster, extracting more energy from regenerative braking while 
also limiting the speed of the vehicle. Riding the brake gently 
without necessarily slowing the vehicle, especially at speeds 
above 45 miles an hour, will put a lot more charge in the battery 
than simply keeping your foot off the accelerator (coasting). 
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Going the Extra Mile: Tips for Wiser Driving 


Lose the Lead Foot 


If there is a single rule that says almost everything, it is this: 
Aggressive, impatient driving (quick starts and stops) produces 
the worst mileage. At highway speeds, this behavior packs a 
wallop, shaving off more than one-third from your car’s fuel 
economy. 


In stop-and-go traffic, try to find the speed that you can hold 
as constant as possible. 


Never tailgate. 


Accelerate moderately, and avoid unnecessary acceleration, 
such as over a short distance before a turn or stop. 


Keep a steady foot on the gas pedal—accelerating and 
decelerating can significantly decrease your mileage. 


Delay acceleration for short distances if doing so allows you 
to use a downward slope to take advantage of gravity. 


Cruise & Coast 
In all vehicles, it pays to plan ahead for braking. 


e Instead of keeping your foot on the throttle up to the instant 
you switch to the brake, learn to use the third state of 
driving—coasting. If you see the light turning red ahead of you 
or traffic bogging down, lift off the throttle and coast. 


When possible, slow down gradually. Try to avoid heavy 
braking unless it’s absolutely necessary. 


Don’t be a Drag 


At higher speeds, wind resistance steals most of a car’s power. 
This varies from car to car, and depends on a lot more than the 
vehicle’s aerodynamics. For pickup trucks, a tonneau cover over 
the bed can make a real difference. 


e At low speeds, use “natural air-conditioning” (open the 
windows); at high speeds, turn on the mechanical air- 
conditioning. 


Keep the body in good shape. Dents are not aerodynamic. 


When it rains, slow down for good mileage, regardless of the type 
of car you have. Pushing air around is one thing—but pushing 
water around is even more difficult, especially at high speeds. 


Pushing the Boundaries 

There are two thresholds to be aware of in most HEVs. One is 
the speed at which the ICE will always kick in from EV mode, 
even if you are going downhill or coasting. This usually 
occurs at about 40 mph. Similarly, you can drop your car into 
EV-only mode while coasting or slowing to below about 40 
mph. The other threshold is the upper limit for acceleration 
in EV mode, which is about 25 mph. Being conscious of these 
thresholds will help you to maintain EV mode longer. 


The Cold, Hard Truth 


One of the jobs of a cold engine is to warm up, and it takes fuel 
to do this. And any car, regardless of type, gets worse mileage 
when its engine is cold. 


© Try to eliminate short trips, especially those followed by long 
intervals, when the engine can cool. 


e Limit or eliminate unnecessary trips in cold weather—or any 
weather, for that matter. Plan ahead to do multiple errands on 
a single trip instead of making multiple trips. 


Go on a Diet 


Not you, but your car. Every extra 100 pounds you carry around 
cuts 1% to 2% from your fuel economy. 


e Clean out all of the extraneous clutter in the car, including in 
the trunk and under the seats, and only keep the items that 
you really need. 


Lighten your load. Replace a full-size spare tire with a 
space- and weight-saving “limited-use” spare. This will also 
encourage you to fix or replace a flat tire promptly. If you have 
back seats you rarely use, take them out and store them at 
home. 


Keep it in Shape 
Several simple things can make a big difference in fuel economy 
for any kind of car. 


e Get your car serviced promptly when it is due. Tuning up a car 
can improve mileage an average of 4%. 


Replace the air filter regularly. A clogged, dirty filter can suck 
up to 10% from your mileage. 


Keeping your tires properly inflated can improve your car’s 
fuel economy up to 3%. 


Stick with the fuel your manufacturer recommends, and 
change the oil early and often. This can improve your mileage 
by 1% to 2%. 


—Adapted from “Wise Driving: 
Outsmart the 7 Worst Gas Guzzlers,” in HP117 


Here in rural Maine, most of our driving is on rolling, 
two-lane blacktop roads where the average speed is about 50 
mph. My strategy is to allow the vehicle to slow on the uphill 
run, using the ICE minimally. At the hill’s peak, I feather the 
brake slightly, which causes the ICE to shut off and allows 
the vehicle to accelerate downhill using gravity. If the hills 
are gentle enough, by staying below 40 mph, I can stay in EV 
mode rather than having the ICE kick in for every uphill run. 
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With no other vehicles in sight, I can 
allow the vehicle to slow below 25 mph 


Real-Time MPG : at the peak of each hill, and then gain 


speed by the bottom of each hill, usually 


Not J ust for Hybrids up to 45 mph. On steeper downslopes, I 


ride the brakes, staying below 40 mph 


Getting good gas mileage in any vehicle requires conscious effort and attention to and charging the battery. My Escape 
detail, and having a real-time display of fuel economy can provide a clear picture is nominally rated at 30 mpg on the 
of your driving efficiency. You don’t have to buy a hybrid to do this—if you have a highway and I have achieved up to 40 
vehicle that was made after 1996, you’re good to go. Several manufacturers, such 
as PLX Devices (KIWI) and Linear Logic (Scan Gauge), offer real-time mpg gauges, 
which will help you achieve your hypermiling goals. 


mpg using this technique. Of course, I 
pay attention to the road and resume 


a more normal driving strategy with 
The Scan Gauge II meter displays real-time data on a small screen that you stick vehicles behind me, or I pull over to let 
to your dashboard. The meter plugs into the on-board diagnostics computer port 


; : ae them pass. 
that’s standard on any vehicle made since 1996, the year that OBD-II specification 
was made mandatory for all cars sold in the United States. You'll recognize this as 
a rectangular connector found somewhere under the dash. The Scan Gauge can be Access 
configured to show four parameters, including real-time mpg that updates every 2 Guy Marsden develops electronic prototypes 
seconds. Other useful features monitor engine temperature, oil pressure, and even of electronic products for individual inventors 
the temperature of the air entering the engine. But simply watching the real-time mpg and small companies. He also manufactures 
is an education in any vehicle, since you can use this data to immediately adjust your differential controllers for PV-powered solar 


driving strategy to the road conditions. thermal systems. His website (www.arttec. 


It is eye-opening to see a vehicle’s fuel economy plummet from 30 mpg to 8 mpg on net) showcases his sustainable efforts in 
acceleration, and then bump up to more than 100 mpg when you take your foot off considerable detail. 

the gas going downhill. My Ford Escape hybrid did not come with the fancy computer 

console, so | installed this gauge to monitor real-time mpg and battery state of charge Performance Meters: 

as a percentage. By pressing a few buttons when | return home, | also can review my KIWI ¢ www.plxkiwi.com 

mpg per trip, day or tank. The simpler KIWI shows only fuel economy info (see Access). Scan Gauge * www.scangauge.com 


Dff-Grid Specialists in Solar, Wind & Remote Powe 


+ Design, Sales, Installation and Support for Do-It-Yourselfers 


a} = 


e Packaged systems, e Over 10 years ofi-grid insiaiiation experience 
fully programmed and « Solar-powered emergency battery backup 
ready for operation e Customer Service Monday - Saturday 


Toll free: 888-782-0706 
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NC STATE UNIVERSITY 


Offering courses on: 


www.ncsc.ncsu.edu/RETDS 


SEALED » MAINTENANCE FREE - DEEP CYCLE BATTERIES 
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Less Work, More Energy. 


A sealed, maintenance-free battery to power your needs! 
e Superior Capacity - To meet your daily energy needs 

e High Quality Product - For long battery life 

e Maintenance Free - No watering 

¢ Non-spillable and Non-hazardous - Clean and Safe Operation 

e Your Clean-Green Energy Solution 

For more info contact us: 

sales@fullriverdcbattery.com | 800-522-8191 | www.fullriverdcbattery.com 


WARRANT 


fear Warranty applies to certain models used in select applications only. Please see fullriverdcbattery.com for more information. 
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IN YOUR COMMUNITY 


by Eugene Buchanan 


y-owned solar garden: 
n energy adoption. 


community energy 


who can’t have PV systems—either because of financial 

hurdles, shady sites, or rental situations—to still reap 
the benefits of renewable energy. The Clean Energy Collective 
(CEC) allows people shift to locally produced, renewable 
energy by buying into a community array and receiving 
credits on their monthly utility bills. 

“Tt opens solar ownership to everyone with a utility bill,” 
says founder Paul Spencer, estimating that it will increase 
Colorado’s solar adoption in megawatts by 67% in the next 
five years. “It’s not supplanting people who can and want to 
put it on their house, but rather expanding the market to the 
other 98% of electricity users.” 

The concept is based on an organization that builds, 
operates, and maintains community-based clean energy Clean Energy Collective founder 
facilities, collectively owned by participating utility customers. Paul Spencer says that the solar garden 
And its members reap the benefits of solar energy—including ar pean opener outer hs 

‘o everyone with a utility bill. 
net metering, tax credits, and rebates—without having to 
install their own systems. 


AS concept in Carbondale, Colorado, allows those 


Courtesy Tim Braun 


The Key 
The idea of collective ownership in a “solar garden’”—a 
centralized, community-shared array—isn’t new. Spencer’s 


How the CEC’ S Model Cou Id model takes it a step further than previous efforts in other 
é communities by providing the legal, tax, monitoring, and 
Leve rage PV I n stal lation billing interface to integrate it all with local utilities. 
p ° | Behind it all is the CEC’s RemoteMeter, a custom 
otentia software package providing remote metering capabilities 


for CEC customers. The system integrates with utility billing 
systems to track and apply monthly clean energy production 
168,000: credits directly to the customer’s bill. It also lets customers 
Total building-based residential and the utility monitor real-time energy production and 
and commercial installations in the U.S. . J ‘ : ‘ 
account information online or via mobile devices, such as 
smart phones. 

The first hurdle was devising an organizational and legal 
structure that avoided complex operational and administrative 
burdens, navigated securities regulations, and let members 
qualify for tax and rebate incentives. The billing structure also 
had to account for and automate monthly solar production 
credits on members’ utility bills without burdening the utility. 
“Tt had to be simple for everyone involved,” says Spencer. 

RemoteMeter tracks the energy production of each 
individual owner/member’s portion of a collective energy 
facility. This data, driven by real-time meter and telemetry 
readings, is stored for processing and reporting to the utility, 
enabling customers to realize net-metering benefits directly 
on their utility bills. Customers are credited directly on their 
utility bills for the energy their portion of the PV system 
produces. Depending on the utility, the credit can take the 
form of a dollar amount reduction—typically through a 
Power Purchase Agreement (PPA)—or as a kilowatt-hour 
credit through either a PPA, net-metering agreement or other 


44,483,000: 96,479,000: 
Investment-driven buyers Poorly sited properties mechanism in place. 
59,729,000: 148,275,000: Customers can acquire PV modules—and their resulting 
Renters Cost barrier to entry 


power production—in the facility by either direct purchase 
or a “financing sale” model. Purchases are made on a per- 
module basis and the customer holds title to the modules 
purchased. All the customer has to do is contact the CEC, look 
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at a few utility bills to determine historical energy use, and 
then decide how many modules to purchase. 


Also Beneficial to Utilities 

While the CEC’s model makes PV energy available 
to everyone on the grid, it’s also appealing for utilities, 
providing them with reliable, utility-scale clean energy—with 
the capital provided by utility customers. “It’s great to get 
local renewable energy off the ground, and this is one more 
arrow in our quiver to meet our renewable energy quota by 
2015,” says Del Worley, CEO of Holy Cross Energy, which 
provides electricity to most of Colorado’s Roaring Fork Valley 
consumers. 

The utility doesn’t have to maintain or monitor the array. 
“A vital benefit is that it’s a utility-scale community system 
that’s fully integrated with the utility and, more importantly, 
one that’s operated and maintained outside the utility,” adds 
Holy Cross Energy’s Steve Casey. 

CEC facilities are maintained for 50 years through a self-funded 
operations and maintenance escrow trust, initially capitalized 
through a portion of PV module sales and then continually fed 
by asmall percentage of earnings for the energy produced, which 
is designated to the escrow trust. This trust provides funds for 
cleaning and, if necessary, replacing modules or making needed 
repairs to or replacement of other components. 


The Impetus 
Going green is nothing new to Spencer. An electrical engineer, 
in 2004, he designed and built his own off-grid home, heated by 
the sun, and powered by PV and wind-electric systems. Later, 
he spearheaded the development of sustainably developed 
neighborhoods and homes, including a pending 89-home 
development to be powered by a 300 kW central PV array. 
Supported by Holy Cross Energy, that project set the stage 
for the community energy concept. Spencer realized that the 
most efficient way to incorporate clean energy into the project 
wasn’t to put a system on each home, but to aggregate the 
production into a single site. After vetting this idea with the 
local utility, his vision grew and the CEC was born. 


Getting Off the Ground 

In the spring of 2010, the CEC closed on a long-term lease 
to build its first member-owned array on land owned by the 
Mid Valley Metropolitan District (MVMD) in El Jebel. Housed 
on a !/3-acre parcel of land unsuitable for development, the 
facility now hosts a 338-module array (77.7 kW) serving 
19 CEC members. The $500,000 investment—including the 
land lease and cost of the PV array—was funded in a few 
weeks with 83 customers paying $6 per watt for ownership 
(the actual price was as low as $2.45 per watt after rebates, 
discounts and credits). 


The CEC’s first member-owned PV array in El Jebel, Colorado. 
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PV system output data can be accessed 


via any web-enabled computer 
or smart phone. Fy Clean Energy 


COLLECTIVE 
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Courtesy Clean Energy Collective 


The system began producing energy in August, with 
members receiving their first credits in October, the lag 
due to the CEC ensuring that the array was performing 
up to standards prior to transferring ownership to its 19 
homeowners. Spencer says the wait period will not occur in 
the future. 

“It’s a great use of the land,” says MVMD executive 
director Bill Reynolds, who explains that the power generated 
by the array goes directly onto the Holy Cross Energy grid. 
“And CEC members actually own the system.” 

While the pilot facility is the second-largest PV array in 
the Roaring Fork Valley, it’s a drop in the bucket compared 
to the CEC’s other plans. In July, the CEC closed on its second 
lease for an array that will also send energy to Holy Cross 
Energy. Located at the Garfield County Airport near Rifle, 
the 5-acre site will produce 15 times the electricity as the El 
Jebel site. With 5,200 modules, the 1.2 MW facility will be 
the largest privately owned PV array in the state, serving as 
many as 500 CEC members. It is scheduled to go online by 
this summer. 

The CEC is far from done. It’s currently in negotiations 
to build several more systems, including a 2 MW facility in 
Eagle County on 8 acres of capped landfill near Wolcott; a 400 
kW site on 1.5 acres in Snowmass Village; and a second site 
in El Jebel—1.2 MW on 5 acres. “We're rolling,” says Spencer. 
“We want to start making clean energy available to absolutely 
everyone in the Valley and beyond.” 


Politicians Seeing the Light 

Like any good idea, timing is everything—and Spencer’s 
couldn’t have been better. While he was launching his first 
project, local politicians were also championing the solar cause. 
USS. Senator Mark Udall (D-CO) announced a new bill to create 
jobs, strengthen the clean energy industry, reduce taxes and 
increase the nation’s use of solar energy. His Solar Uniting 
Neighborhoods (SUN) Act of 2010 modernizes the federal tax 
code regarding solar energy. If it passes, homeowners who 
invest in community solar projects would be able to take a 30% 
tax credit—just like those who install PV systems at their houses. 


community energy 
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This push for clean energy use shows: Colorado currently 
ranks fourth in the nation in clean-energy employment and 
has the second-highest renewable energy standard for 
utilities. 


The Economics 

Aside from environmental and social benefits, consumers want 
affordability. And that’s where the CEC model shines. The 
solar garden “has a very low entry cost for ownership,” says 
Spencer. “Our members leverage their collective purchasing 
power and buy as little or as much energy equipment as they 
choose at reduced prices.” Economies of scale give the CEC 
excellent cost per watt. 

At the El Jebel site, the gross consumer cost, including 
installation, was about $466,000 ($6 per W). After rebates 
and incentives, the 19 members paid an average of $3.15 
per W. Some members bought only one module, while 
others purchased up to 87, with the restriction that an 
individual’s modules could not produce more than 120% 
of their household electricity consumption. The buy-in 
was a 30% refundable deposit. The remaining 70% of 
the net cost was paid after the facility was completed. 
The CEC is working on consumer financing solutions for 
future projects. 

Each month, Holy Cross Energy credits the members’ 
utility bills at $0.11 per kWh (a premium over HCE’s 
conventional $0.08 retail rate). Credits are calculated based 
on the number of modules owned and the amount of energy 
produced by the facility each month. If utility rates increase, 
the credit for the CEC-generated kWh will continue to be 37% 
above those future rates. 


Catching on with Consumers 

So far, it’s been a relatively easy sell. With the CEC model, 
customers reap the same federal tax benefits of PV ownership 
at home (currently a 30% credit), without having systems 
installed at their residences. Because it’s a managed, reliable 
system with power coming from one source, customers also 
get better electricity rates. Through the Power Purchase 
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Through the “solar garden” concept, homeowners in Colorado can reap the clean energy benefits of this PV system, 
even though it is not installed at their homes. 


Agreement (PPA), the utility pays a higher rate to community 
solar members than it does to home-sited PV customers ($0.11 
per watt versus $0.08 per watt). 

“I love the fact that we can own a solar power [system] 
that will be maintained, up-to-date and hassle-free,” says 
Katie Ertl, one of the first members of the Mid Valley 
array. “It lets us pay attention to the environment and 
use green energy, with the experts supporting us along 
the way.” 

Plus, there’s another attribute: “Many people can buy 
renewable energy [through utility companies’ green energy 
programs], but that energy is usually sourced from far 
away or traded, and the customer doesn’t own the energy 
source. This is like buying the cow, not the milk,” says 
Spencer. “This is based where you live, improving the air 
quality and economy locally. And when milk goes to $5 a 
gallon, you'll be glad you own a cow that produces your 
milk for free.” 

And that resonates well with locals around the outdoor 
meccas of Aspen and Vail. “We've been trying to reduce our 
fossil-fuel consumption for years, but when it came to making 
the switch to solar, there were some issues we couldn't 
overcome,” adds Aspen resident Chris Davenport. “The first 
was price; the second was our roofline. Now, we can own the 
renewable energy we want and at a fraction of the cost. And 
the energy is generated in our own valley.” 

Support from the local governments is vital. In November, 
Eagle County commissioners modified its ECO-Build Rebate 
program to allow “off-site” PV customers to apply for the 
same incentives as individual customers. The decision lets 
residents who invest in community arrays enjoy the same 
rebates as homeowners—reflecting the county’s commitment 
to encourage all residents to invest in solar electricity. “The 
Eagle County decision is a big step forward for community- 
owned PV owners being treated the same as homeowners 
with individual rooftop systems,” says Spencer. “Many 
counties and states are following suit.” 


The Sky’s the Limit 

The CEC’s program is good news for RE in Colorado, and 
the company hopes to expand even further. From the onset, 
it focused on ensuring the model could be replicated and 
exported, and those efforts are paying off. 

The CEC is currently in conversations with more than 
three dozen potential licensees interested in exporting the 
model across the country. The company is working on a 
joint venture with two other partners—a finance company 
and a multi-billion-dollar solar integrator—to deploy the 
model in 10 key solar states, including Florida, Texas, and 
California. 

“We're even getting inquiries from businesses in other 
countries that want to franchise what we’re doing,” says 
Spencer, adding that he’s also in discussions with other 
Colorado utilities that are assessing how the model fits into 
their clean energy strategies. “We’ve proved the concept 
locally and now want to take that blueprint to branch out 
elsewhere.” 

By the end of 2011, Spencer estimates the CEC’s 
community-owned arrays will provide 5 to 10 MW of 
capacity in and outside their local area, with that number 
eclipsing 100 MW nationally by 2015. “It could go from 
there to gigawatts very quickly. In my dream world, [the 
program] is a catalyst that creates a quantum leap in the 
adoption of clean energy.” 


Access 

A former reporter for the Denver Business Journal, Eugene Buchanan 
(ebuchanan@steamboatpilot.com) has written about the environment 
and outdoors for more than 25 years, with his works appearing in 
Outside, Men’s Journal, National Geographic Adventure, and Sierra 
magazines, and ESPN. While community PV options don’t exist yet 
in his home in Steamboat Springs, Colorado, he’s looking forward to 
their arrival. 
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Top Efficiency & Reliability 
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Horizontal Linear Axis)Trackers 
Over 250 kW of PV per drive motor 
Engineered for multi-MW 

PV Power Plants 


ARRAY TECHNOLOGIES, INC 
phone: 505-881-7567 
fax: 505-881-7572 
WWW.WATTSUN.COM 


Proactively building active solar 
trackers since 1992 
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challenge? Call Aaron. 


7am — 6pm MST 
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Several situations can affect a 
PV system’s output, and new 
troubleshooting tools are available 
to help identify system losses and 
take some of the guesswork out of 
pinpointing the problems. 


m the amount of energy (kWh) their systems generate, 

make keeping an eye on system performance even more 

important than for other incentive programs. Being aware of 

common array problems, knowing how to maintain the system, 

and understanding how to evaluate performance (and how to 

troubleshoot) are vital to keeping performance and incentive 
payouts at their peak. 


Panes incentives, which pay system owners based 


Potential Array Problems 

While PV systems have no moving parts (compared to wind 
and microhydro systems) and can be extremely reliable, 
it does not mean they do not have potential performance 
problems, which can stem from external and internal issues. 


= il | 


Soiling is not always obvious until you start cleaning, but it can 
reduce PV module output significantly. 


External issues, such as shade from growing trees and 
module soiling (dust or soot from local air pollution), 
are common problems that can reduce energy output 
significantly. Studies on module soiling show an 
average annual energy loss of 5% for arrays that are not 
periodically cleaned. These types of problems are usually 
easily solved by intermittently trimming vegetation and 
cleaning arrays. 

Impact to PV systems from critters is another external 
issue, but one that takes a little more consideration to fix. 
Wires might be damaged by rodents chewing on them; 
modules soiled by birds pooping on them; or cells shaded by 
weeds sprouting between the module frames from dirt and/ 
or bird “fertilizer” beneath the array. 
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Courtesy Alteris Renewables 


A failed attempt at keeping pigeons from nesting under a PV 
array: Not only did weeds grow from the droppings, shading the 
array, but some of the screen has come loose and contributes 
to shading, too. 


Bird spikes, placed on the rack before the modules are 
mounted, effectively keep birds from roosting on and soiling 
modules. 


The fix-it for stopping critters in their tracks is to install 
rodent barriers and/or bird spikes. Many installers are 
tackling this problem preemptively, including some kind of 
screen or wire that keeps critters out but allows air to flow 
beneath the array. 


Internal problems, such as module/cell damage, can also 
reduce system output. Sometimes these problems are easy to 
spot, but often they are not. 

Visually inspecting the PV array once a year is a good 
idea. Look for cracks in the glass, brown/burn spots on 
both the front and the back of the modules, burnt solder 
joints on the cell “grid,” and signs of delamination and cell 
damage. 


This module 
suffers from 
delamination 
between the glass 
encapsulant and 
several PV cells. 
The cell to the 
upper left also 
appears to have 
moisture-induced 
corrosion. 


Sometimes, 
module defects, 
such as this 
broken cell, can be 
spotted before the 
module is installed. 


The bus bars and 
cell interconnects 
on this module 
have high electrical 
resistance, 

leading to extreme 
hot spots and 
actual burns on 
the bus bars, 
interconnects, 

and even on the 
polymer backsheet 
(not shown). 


Cracked glass 
encapsulant allows 
water intrusion, 
which can cause 
corrosion and even 
a shock hazard. 
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PV troubleshooting 


Tools: Module-Level Monitoring & IR Cameras 


My family installed our 1,700-watt PV system 
late in the summer of 2006 (see “Creating 
a Brighter Future” in HP7118). We were 
immediately impressed with our system’s 
performance and continued to check actual 
output versus our projected production each 
season. 


The result of our data-gathering revealed 
that our annual kWh production was about 
10% less than projected. We attributed the 
energy loss to array shading. In the summer, 
an overhang partially shades the eastern- 
most modules until 10 a.m., and a willow 
tree on the west starts to shade the western- 
most modules as early as 3 p.m. 


In May 2010, in an attempt to reduce the 
effects of our partial array shading, we 
installed Tigo Energy Module Maximizers, 
which have individual module monitoring. 
And while we are still unsure whether or 
not the shading problem has been reduced, 
the value of the module-level monitoring 
was immediately apparent. Within minutes 
of adding the units, problems with our 
Mitsubishi modules No. 2 and No. 4 were 
identified. Under sunny conditions, the power output from these 
two was about 22% less than the other modules. Additionally, 
module No. 8, while not as low as No. 2 and No. 4, seemed to be 
underperforming as well (about 8% lower). We suspected faulty 
bypass diodes, but the junction boxes are potted and there was no 
easy way to test the them. 


Because | was having difficulty getting a response from the module 
manufacturer, | contacted a friend who works in PV manufacturing 
for advice on troubleshooting the modules. She suggested using 
an infrared (IR) camera to identify either hot cells or solder bonds 
or even warm (active) bypass diodes. | located an older, black-and- 


These hot spots register about 15°F to 20°F warmer than the 
other module areas. 


Spot 122 °F 
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This screen shot shows lower wattages for modules No. 2 and No. 4. Module No. 8 is 
also slightly lower. 


white IR camera through our local utility. They sent their renewable 
energy engineer, Jim Heneghan, over one sunny afternoon. Using 
the camera, he quickly found glowing white spots on all three 
modules. 


In researching common internal module problems and showing the 
photos to friend and colleague Bill Brooks, | believe that my modules 
were suffering from poor solder bonds and perhaps shunted cells. 
| filed the warranty claim, including the IR images and Tigo screen 
shots as further evidence for the modules’ malfunctions. (Note: In 
preparation for writing this article, | got color IR shots thanks to a 
loaner camera from FLIR and HERS rater Gary Handelin.) 


When you zoom in on this module’s hot spots, it 
is easy to see that they match up with the location 
on both bus bar interconnects between cells. 
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The modules have now been replaced under warranty, and 
are installed in my system. To be safe, | took IR images of the 
newly installed modules in the array to spot any problems. 
So far, the replacement modules seem to be working just 
fine, and no hot spots were detected on the new modules in 
the array. 


It took me awhile to receive a response from the module 
manufacturer, possibly because, like many manufacturers, they 
have not had to handle many warranty claims. However, in a 
few years, the rise of module-level monitoring may change this. 
While the number of installations with module-level monitoring 
is rapidly growing, these are primarily with new systems and 
new modules, and module issues may not arise until after 
several years of sunlight exposure. At this point, the number 
of systems with older modules (ours are four years old) and 
module-level monitoring are very few. 


Over the system’s projected 25-year life, the energy loss due to 
the malfunctioning modules would have equalled about 3,400 
kWh—what our entire system typically produces in a year and 
a half. But | also think about the energy it took for me to chase 
down the source of the problem, as well as the carbon footprint 
for returning the old modules and shipping the replacement 
modules. Considering those factors, I’m not sure if the net 
energy result is one in our favor or not. But | am pleased with 
what IR cameras and module-level monitoring have to offer to 
PV system troubleshooting, and | am much better prepared 
should we experience future array problems. 


Note: In a search for affordable troubleshooting tools, | also 
used a Black & Decker Heat Detector (about $50) to see if it 
could identify module “hot spots.” A reference temperature 
can be set, and if the temperature goes 5.5°C above the 
reference temperature, the Detector projects a red light. While 
the Detector does help with troubleshooting, it cannot generate 
images for use in a warranty claim. 


—Justine Sanchez 


The Tigo monitoring screen shot shows the results of the 
module replacements. 


fag Fis bi i 


2011-03-24 


aw ke CO2 6.31 Por 
; a Todays Energy 


www.homepower.com 


Hanan — fi, 


4,606 Watt Ho! 


PV troubleshooting 


System Evaluation & Troubleshooting Tools 
If the modules pass a visual inspection, that’s a good first 
step. In many cases, though, module/cell damage is invisible, 
so it is important to know how to evaluate your system’s 
performance, which can alert you to problems that may be 
brewing. 

System owners often use the inverter’s built-in meter as 
the primary indicator of system performance. During a clear, 
sunny day around noon, you can check the system’s output 
(in watts) and compare it to the array size, derated to account 
for system inefficiencies. System efficiency typically ranges 
from 70% to 80%. This derate accounts for power losses due 
to module heating, dust, inverter efficiency, wiring voltage 
drop, module production tolerance, and module mismatch. 
For example, a 4,000-watt PV array would be expected to 
generate 70% to 80% of that value, or 2,800 to 3,200 watts. 
What action do you need to take if the meter reading is 
significantly lower than expected? 

Inverter built-in meter readings can help users discover 
bigger issues, such as an entire module string being offline or 
an extremely dirty array, but they aren’t accurate enough to 
uncover less-obvious problems. 


Module-Level Monitoring. Until recently, PV system 
checking has been limited to evaluating the performance of 
the entire system. However, products that offer individual- 
module-level monitoring are now available and gaining 
popularity. Examples include microinverters and several 
DC-to-DC converter units, which allow users to view over a 
computer network each module’s output. 

For example, if a module is shaded during part of the day, 
the report or visual display will reflect a much lower power 
output (or lifetime energy output) for that particular module. 
And on a sunny day, with a completely unshaded array, 
problem modules—such as those with damaged cells, solder 
bonds, or diodes—are easy to spot. 


elQ offers its VBoost DC-to-DC converters, which include 
module-level monitoring. 
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PV troubleshooting 


Overview ~ 
Power Production Today's Energy > Past? days ©) This Month's Enorgy Lifetime Energy 
1.88kW 7.84kWh 90kWh 392kWh 14.6MWh 
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Courtesy Enphase Energy 


Enphase Energy microinverters interface with the Enlighten 
website, monitoring each module’s lifetime energy 
performance. In this screen shot, notice that the darker blue 
modules report lower values, illustrating the impact of shading 
from a chimney. 


Before module-level monitoring, identifying a 33% 
reduction in output from one module (from one bad diode, 
when a module has three) would typically go undetected for 
the lifetime of the system. This is because the partial energy 
loss from an individual module only represents a small loss 
to the system. For example, in an array with twelve 250-watt 
modules, the loss of one diode in one module would cause 
less than a 3% loss to the system. Compared to a general 
derate of 20% to 30%, the loss due to the bad diode would be 
undetectable. While this loss may seem small, the lost energy 
production over the system’s lifetime adds up (see “Tools: 
Module-Level Monitoring & IR Cameras” sidebar). 


PV Analyzer. For arrays without module-level monitoring, 
installers can check up on PV system health by using 
Solmetric’s PV Analyzer, which graphs a module or string’s 
current-voltage (I-V) and power-voltage (P-V) curves. Because 
the measurements are very sensitive, they reveal the effects of 
many types of array damage and degradation, which have 
“signature curves” that installers can look for. If a problem is 
detected, the Analyzer can be used on individual modules to 
pinpoint the culprit. (see “Gear” in this issue). While neither 
module-level monitoring or the PV Analyzer will tell you 
exactly what the problem is, they can prompt a closer look at 
individual modules in the array. 


Infrared Cameras. Should a module issue be detected, 
finding the root of the problem can be tricky. Module bypass 
diodes are often not accessible for testing or servicing, and PV 
cell damage is often not visible. Because of these limitations, 
infrared (IR) cameras can be handy in module evaluation. 
The heat generated by a damaged PV cell or solder bond 
(even an active diode) will show up as bright spots on the photos, 
pinpointing the source of power loss. Historically, these cameras 


An infrared 
camera can be 
a handy tool in 
troubleshooting 
PV module 
problems. 
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have been too expensive for 
most installers to consider, and 
while many models are still very 
expensive (up to $40,000), less 
expensive units are now available 
($1,200 to $8,000, depending on 
detection resolution and features). 
For installers—especially those 
working with large-scale systems—IR 
cameras are becoming a more common 
tool. Being able to provide IR photos of 
underperforming modules can be helpful 
in establishing a PV warranty claim. Other 
uses include inspecting homes for leaks 
in building envelopes (see “Easy Efficiency 
Improvements Pay Off” in HP142). 


Reality Check: 


The Costs of Monitoring 
& Diagnostic Tools 


While high-tech tools are cool, they do come at a cost. 
Retrofitting an existing system with module-level monitoring 
requires purchasing the DC-to-DC converters (one for each 
module), which range from $50 to $140 per unit; and, sometimes, 
communications hardware (about $600). You may also have to 
pay annual fees for accessing the data online. On new systems, 
microinverters or DC-to-DC converters can be installed from the 
get-go, which may or may not increase system cost. (But be sure 
to factor in online data access fees.) 


On the flip side, there is much movement between these 
companies and PV module manufacturers to offer “smart 
modules,” which provide an integrated solution at a projected 
lower cost. 


Diagnostic tools such as the PV Analyzer and infrared cameras 
are used by professional installers for troubleshooting 
installations and providing evidence for warranty claims. Even 
then, it’s typically only those installers who deal with large arrays 
on a regular basis who will be willing—or able—to shell out the 
bucks for these top-notch diagnostic tools. 
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Courtesy Solmetric (2) 


Troubleshooting example 
Comparison of typical (blue) and atypical (red) I-V curves 


Current- A 
» 


0 50 100 150 200 250 


olmetric 


This pair of curves is from two adjacent strings of polycrystalline modules. Notice that 
the slopes are different on the right-hand side, indicating that one string (represented 
by the red curve) could be suffering resistance losses. 


Troubleshooting example 
Problem isolated to failed module 
Num Leck ric PY Performance Analyzer 
File Model Utility Help 
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Irradiance changed between measurements 


olmetric 


One module is the source of the resistance losses in the “red” string (at left). The 
module’s I-V curve is red and its power curve is green. Near Voc, the red curve has a 
very shallow slope. The maximum power point is always at the knee of the curve, and 
this shallower slope means that the MPP is at a lower voltage, and therefore a lower 
power (about 30% less than the other modules). Upon checking, this module showed 
burn marks along several cells. 
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PV troubleshooting 


Growing Pains & Array 
Performance 

Much of the current photovoltaic 
industry has focused on reducing the 
cost per installed watt, which, over the 
last five years, has dropped—from $10 
per watt to between $5 and $6 per watt. 
This, coupled with incentive programs 
at the federal, state, and local levels, 
has resulted in the rapid deployment 
of grid-tied PV systems on homes and 
businesses across the country. However, 
it is possible that the swift ramping up 
in PV module production to meet this 
demand may be the source of some of 
the internal module problems discussed 
here. The good news is that monitoring 
options can alert us to problems as they 
arise, helping system owners maintain 
their systems and allowing module 
manufacturers to see their products’ 
performance over a wide range of 
installations. 

Whether you are interested in 
maximizing your economic return or 
you simply want to generate as much 
renewable energy as possible, plan to 
periodically check your system’s output 
and watch for potential problems. 
Catching these issues early can keep 
you from losing precious sun-generated 
kWh for years to come. 


Access 

Justine Sanchez (justine.sanchez@ 
homepower.com) is a NABCEP-certified PV 
installer, Home Power technical editor, and 
Solar Energy International instructor who is 
now happily watching her new PV modules 
kicking out the expected watts. 


Special thanks to Jeff Krisa and Stuart Davis 
of Tigo Energy; Jim Heneghan at DMEA; Colin 
Mitchell and Monali Joshi at Suntech; Gary 
Handelin of Solar Independence; Bill Brooks 
of Brooks Engineering; and Jeff Tobe and Kris 
Sutton of SEI. 


Troubleshooting Tools: 

FLIR ¢ www.flir.com ¢ Infrared cameras 

Fluke ¢ www.fluke.com ¢ Infrared cameras 
Solmetric © www.solmetric.com ¢ PV Analyzer 


Module-Level Monitoring: 

elQ Energy * www.eigqenergy.com 
Enphase Energy * www.enphaseenergy.com 
Exceltech ¢ www.exeltech.com 
SolarEdge * www.solaredge.com 
Tigo Energy * www.tigoenergy.com 
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SOLAR PUMPING PRODUCTS 


Get a Grip 
on Solar’ 


Get our guides online. 


Introducing SunPumps SDS-T Series 
Solar Submersible Pump Line 


@ Low Cost 


Super Strong Ryton 
@ and Stainless Steel 
Construction 


@ Fits In a 4” Well 


Flow Rates Up to 
@® 3 GPM and Heads 
Up to 230’ 


gi-svort appucarions 
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Proven watertight compression fit attachment 
bracket systems for any solar array on any roof type. 


The best roof mount systems you can get. 


EcoFasten Solar’ 


877-859-3947 www.ecofastensolarcom/guides 


The SDS-T Series Pumps are $595 with 
Complete Solar Pump Systems starting at 
$1660. For a limited time, mention this 
ad and receive a 15% discount. 


Visit us « InterSolar NA, July 12-14, 2011 = San Francisco, CA 
SCP SERIES 


SunPumps offers a variety 


of DC Pool Pumps ranging 
—_ from ¥2 HP to 1¥2 HP. 


Complete Solar Pool Pump 
Systems are available. Call 
for a free system sizing 
and quote. 


AUTOMAGIC BATTERY WATERING 


POOL- PUMPS 


Complete Solar Pumping | — 


Systems ranging from 
1/4 HP up to 3 HP for 
our standard pump line 
and up to 30 HP for our 
custom solar systems. 


WE MAKE WATER FROM YOUR GAS 
Hydrogen and oxygen battery gas catalytically recombined into pure 

water and returned to each battery cell. Keeps battery topped off for 
phanas 1-800-370-8115 


extended periods of time and reduces maintenance costs. Explosive 
(92 8) 348-9652 hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. 
Fax: (928) 348-9653 Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery's caps. Battery 
maintenance is greatly reduced. Write or call for more information. 


; d 305-696-2504 
> Yyadrocap = 975 Nw 95 St. 


Miami, FL 33150 


www.sunpumps.com 
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Harvest the power of 


Every day a limitless crop of free, 


clean energy reaches our planet. Ss 


Season after season, 
the sun gives its light to the earth, 
allowing life to bloom. 


Stiebel Eltron manufactures all the tools you 
need for a successful thermal solar harvest. 
And we've been doing so since 1976. 


From our highly efficient flat plate collectors and . my 
storage tanks to our complete line of mounting . ‘ ; a <a 
¥ 


hardware, pump stations, controllers, and 
accessories, we have it all. 


SOLKIT 2 includes: 


- 


BEL ELTRON 


STIEBEL ELTRON 
Simply the Best 


tou FREE 800.582.8423 


www.stiebel-eltron-usa.com info@stiebel-eltron-usa.com 


Once hailed as revolutionary fuels, are ethanol & 
biodiesel delivering on their proponents’ promises? 


by Brad Berman 


It’s been more than four years since George W. Bush told 
the country that we would soon be using wood chips 
and switchgrass to fuel our automobiles. Unlike corn-based 
ethanol—widely considered a disaster for its negative net 
energy and its effect on global food prices—fuels grown from 
grass and weeds are more promising. Feedstocks for these 
newfangled fuels can be grown anywhere—like on highway 
roadsides instead of precious farmland. According to Bush, 
75% of foreign oil imports could be replaced with renewable 
fuels by 2025. 

South Dakota-based POET, the world’s largest ethanol 
producer, makes even bigger claims—that fuel from biomass 
can entirely replace all gasoline from imported oil. Yet, POET’s 
commercial-scale cellulosic ethanol plant—which aims to 
produce a relatively modest 25 million gallons of ethanol per 
year from corn cobs, leaves and husks—has faced delays. 
(Compare this to the 140 billion gallons of gasoline consumed 
each year in the United States, and you can understand that’s 
it’s just a drop in the bucket.) Opening of the plant, dubbed 
“Project Liberty,” has been delayed, rescheduled for 2012 at 
the earliest. A half-dozen other high-profile cellulosic ethanol 
projects, once thought to be imminent, are similarly stalled 
due to technology challenges or lack of financing. 


Ethanol can be made from high-cellulose plants like 
switchgrass. But will it be financially or environmentally viable? 


©iStockphoto.com/martypatch 
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“This is a hard problem, but that 
doesn’t often get communicated,” 
says Jamie Cate, associate professor 
of chemistry and molecular cell 
biology at the University of 
California at Berkeley. Cate’s 
research is affiliated with the BP- 
sponsored Energy Biosciences 
Institute, which brings together 
economists, climate scientists, 
plant biologists, and biochemists 
to explore the future of sustainable 
biofuels. Cate’s background is in 
biomedicine, but after becoming 
concerned about climate change, 
he shifted his scientific research 
to unraveling the mysteries of 
biofuels. 
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Biding Time 
“We're doing fundamental science 
research,” Cate says. “Discoveries 
that we’re making in the lab now, 
if they’re useful, are going to 
take several years to scale.” Cate 
believes that cellulosic ethanol will 
just begin to reach commercial scale in five to 10 years. “It 
could be faster, but I’m not going to bet on it,” Cate says. 
The federal government’s timetable for next-generation 
ethanol is starting to reflect the same sober reality. The 
Renewable Fuel Standard—created under the Energy Policy 
Act of 2005 as the first renewable fuel volume mandate in 
the United States—called for 100 million gallons of cellulosic 
ethanol production for 2010. But when push came to shove, the 


Ethanol (and biodiesel) pumps are few and far between. 


Courtesy SeQuential Biofuels 
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Huge industrial ethanol plants transform corn and other feedstocks into biofuel. 


EPA changed the requirement to 6.6 million gallons per year 
beginning in 2011. Now, even that goal seems beyond reach. 


Not Even Green, As Far As We Know 

While we're waiting for cellulosic ethanol to materialize, the 
U.S. government continues its support of corn-based ethanol. 
Between 2005 and 2010, the United States provided more than 
$22 billion in tax credits for blending ethanol with gasoline, 
according to The Economist magazine. Trying to figure out 
what we got for that expense is no easy task. 

“Are biofuels green or clean or low-carbon or sustainable 
or whatever other slogan is popular to attach to them?” asks 
John DeCicco, senior lecturer at the University of Michigan 
School of Natural Resources and Environment, where he 
teaches and leads research on sustainable transportation 
energy and climate issues. “No. The vast majority of biofuel 
now produced is no greener than the vast majority of current 
resource-intensive production of any other fuel.” 

DeCicco says the big problem is that there’s no systematic 
tracking of the pollution from either growing corn and 
soybeans, or from refining those crops into ethanol and 
biodiesel. DeCicco believes that renewable fuel standards at 
the federal and state levels are “delusional policy.” 


Corny Ethanol 

Speaking at a November 2010 green energy conference in 
Greece, former vice president Al Gore says his past support 
for corn-based ethanol had been just plain wrong. “One of the 
reasons I made that mistake is that I paid particular attention 
to the farmers in my home state of Tennessee,” Gore says, 
“and I had a certain fondness for the farmers in the state 
of Iowa because I was about to run for president.” Gore 


www.homepower.com 


ure 


87 


biofuel future 


Global Biodiesel Issues 


According to the Union of Concerned Scientists, biodiesel 
constitutes only a fraction—less than 1%—of diesel fuel use, 
although that percentage is growing. In 2006, about 250 million 
gallons were used. In 2009, that number had more than doubled, 
to 545 million gallons. The irony is that the more this eco-friendly 
option is used—requiring large-scale production—the less eco- 
friendly it will likely be. Scaling up production means tapping into 
either virgin plant oils, like soy or palm, or tapping other waste 
streams. 


The environmental benefits can start to slide when virgin sources 
are used. For instance, although a study by Argonne National 
Laboratory showed that “100% biodiesel from soybeans can 
cut global warming pollution by more than half relative to 
conventional petroleum-based diesel,” their model, says the 
Union for Concerned Scientists (UCS), didn’t account for land- 
use impacts. The UCS explains: “When soybeans are used for 
fuel, they are taken out of the market for food. This increases 
prices and stimulates demand that farmers around the world 
respond to by bringing more land into cultivation. With soybean 
production increasing in the Amazon, it is possible that the life 
cycle global warming pollution of soybean biodiesel is even 
higher than petroleum diesel, once indirect land use changes are 
considered.” 


Beyond land-use issues, says the UCS, “such large-volume 
biodiesel use could raise concerns about genetically modified 
crops, pesticide use and land-use impacts common to ethanol 
and all other plant-based fuels.” 


Kumar Plocher, president of Yokayo Biofuels in Ukiah, California, 
agrees: “The depth of ecological devastation from palm and 
soy oil plantations can be huge. It’s unsustainable when diverse 
habitat or native homelands are destroyed for a monocrop that 
is then turned into oil and sent halfway across the planet. Still, 
there might be local soy or palm biodiesel producers in Central 
America who didn’t clear jungle and who deliver the fuel locally— 
and that’s not necessarily unsustainable.” 


admitted that once subsidies are in place, it’s difficult to stand 
up to “the lobbies that keep it going.” 

Gore is not alone in finally abandoning the cause of corn 
ethanol. In 2006, General Motors launched its “Live Green, 
Go Yellow” campaign, which pushed flex-fuel vehicles that 
can run on E85, a liquid blend made up of 85% ethanol and 
15% gasoline. They’ve since focused on their new “green” 
vehicle—the Chevy Volt, a plug-in hybrid car that works 
mostly like an electric vehicle. Why the shift? Besides the 
questionable energy benefits of corn ethanol production, 
drivers pumping E85 personally pay an economic penalty at 
the pumps: Ethanol has two-thirds of the potential energy of 
gasoline—meaning a reduction in mpg. Even if the price of 
E85 at the pump is cheaper than gasoline, using ethanol may 
not be less expensive in the end. 

Moreover, gas stations offering E85 are few and far 
between. The Department of Energy lists more than 2,000 
E85 stations in the United States, but most of those are in five 


states: Minnesota, Indiana, Iowa, Illinois and Wisconsin. The 
number of states offering E85 pumps is steadily growing, 
but to put things in perspective, there are more than 150,000 
stations nationwide selling gasoline. 

To make matters worse, since 1985, automakers have 
been allowed to assign flexible-fuel vehicles higher fuel 
economy ratings under the government’s CAFE fuel economy 
regulations. That’s regardless of whether or not the vehicles 
are ever filled with E85. The flex-fuel credit means the CAFE 
fuel economy number for a large SUV might get inflated. 
Ultimately, the E85 CAFE loophole puts more gas-guzzlers on 
the road, consuming extra gallons of gasoline than the use of 
E85 was intended to reduce. 


Think Small & Local 


Images of an oversized SUV with a corncob stuffed into its gas 
tank have been replaced with sleek photos of the Chevy Volt. 
In fact, the entire auto industry has shifted its green efforts 
to vehicle electrification, and has mostly resisted efforts to 
increase the percentage of ethanol in gasoline blends. That 
didn’t stop the EPA from giving the green light in October 
2010 to increase the ethanol in our national gasoline supply 
from 10% to 15%. 

At the E15 announcement, Secretary of Agriculture Tom 
Vilsack unveiled a $461 million program to pay up to 75% 
of farmers’ costs in growing and harvesting biomass for use 
in nearby cellulosic ethanol plants; funding for 10,000 new 
ethanol fuel pumps at a total cost of $250 million; and a call 
for sufficient federal assistance to build at least one new 
cellulosic ethanol plant in each region of the country in 2011. 

Lobbyists and special interests aside, DeCicco says there 
is one type of biofuel still worth considering: fuels made from 
wastes that would otherwise be discarded, namely biodiesel. 
“That’s good news for the home-brew energy crowd,” says 
DeCicco. “If you brew it yourself from stuff that would’ve 
gone to waste, then it can be a net gain for the environment.” 


Homemade biofuels made from locally sourced waste vegetable 
oil or other feedstocks are a viable but small part of the 
alternative fuel solution. Below, biodiesel produced from used 
cooking oil (left) and virgin canola oil (right). 
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Craig Reece agrees. He is the owner of Berkeley, California- 
based PlantDrive, one of about a half-dozen companies that 
makes kits to convert diesel-engine cars to run on filtered, 
discarded vegetable oil. 

Reece is also a vocal advocate of producing biodiesel from 
waste vegetable oil (WVO). “That oil was already used for 
making french fries by the time we get our paws on it,” 
says Kumar Plocher, president of Yokayo Biofuels in Ukiah, 
California. His company is basically in the recycling business— 
collecting WVO from more than 1,100 restaurants in Northern 
California, processing it into biodiesel, and delivering it back to 
local users. 

“T think that biodiesel, particularly if it’s made from waste 
vegetable oil instead of virgin soy, is very viable,” Reece says. 
If you get a diesel-engine vehicle and run it on biodiesel made 
from waste vegetable oil rather than virgin soy, you’re doing 
a whole lot for the planet, probably more than somebody 
driving a hybrid.” 

Reece argues for those people who don’t want to spend 
$20,000 or $30,000 for a brand new EV, but who have time 


How much will it cost to r 
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to pick up discarded restaurant oil and filter it, saying they 
“come out way ahead.” With the recent jump in fuel prices, 
there’s more competition for restaurant oil, but there’s still 
plenty to go around because of the economic recession. 
“There are fewer players now, because 2010 shook out a 
number of biodiesel companies,” Plocher says. 

Even with an electric car, consumers still have to pay 
for electricity. WVO can often be obtained free from a 
local restaurant. “There’s just something about driving for 
absolutely nothing, other than a little sweat equity,” says 
Reece. “I love driving for free [and] beating the system.” 


Access 
Brad Berman (brad@hybridcars.com) is the founder and editor of 
HybridCars.com and PluginCars.com. He writes about hybrids and 
electric cars for The New York Times, Detroit Free Press, and other 
publications. He is the transportation editor for Home Power magazine, 
and the co-organizer of GreenDrive Expo, an annual consumer expo 
about green transportation in the San Francisco Bay Area. 
1} 


your. solar controller 


Choose MORNINGSTAR: 

with over 2 million controllers: 
Tne alld 
for the past 18 years. 


Solar-One Batteries have a 10 year factory warranty 
with FREE cell replacement for 7 years. 


Solar-One Batteries have been in RE service for more 

than 13 years with over 99% customer satisfaction. 
®) Solar-One Batteries incorporate the patented and 

proven HuP technology with the thickest positive 


plate (0.310") in the Renewable Energy Industry. 
Batteries with HuP® technology 

Solar-One Batteries come complete with solid copper 

buss bars, stainless steel fasteners, and terminals 

with more than 9 square inches of surface area. 


Solar-One Batteries are available in 9 sizes from 
845 A/H to the NEVV 1990 A/H at the 20hr rate. 
Many sizes in stock. FREE shipping (lower 48 states). 


Solar-One Battery users described the Solar-One 
as: "A Great Value", " Bullet Proof", "Reliable". 


Solar-One Batteries are assured fresh due to a single, 


modern, and centralized distribution center with a 
continous high flow of product. 


Contact your Renewable Energy professional or Northwest Energy Storage at 800-718-8816 or www.nwes.com 
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TR2412 
TR2424 
TR3624 
XW6048 


WWW.SUNELEC.COM 


S/W is soooo 2008. 


It’s all about S/kWh now. 


Introducing the UJ6 module series 
from Mitsubishi Electric 
212 to 235 watts 


With the solar industry shifting its focus from $/W to $/kWh, a module's real-life energy performance is extremely important. 
Mitsubishi Electric PV modules have one of the highest PTC ratings in the industry and are well known for exceeding power 
output expectations in real life conditions. All of our PV modules have a tight +/- 3% power tolerance, a 25-year power 


output warranty, and are known for their exceptional quality and reliability. 


In our new UJ6 series, we've not only increased the number of cells per module from 50 to 60, we've also improved the cell 


efficiency to bring you more power per square foot. Mitsubishi Electric PV modules have some of the most innovative safety 


features in the industry including a triple-layer junction box, 100% lead-free solder, and a back protection bar for extra 
support. The new modules range in size from 212 watts to 235 watts and are designed for roof mount or ground mount 


commercial installations. 


For more information please MITSUBISHI 
email py@meus.mea.com ELECTRIC 
call 714-236-6137 or visit 


SOLAR ELECTRIC INNOVATIONS 
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~De-It Yourself 


Story & photos 
by Ken Gardner 


PV Module Lift 
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The author places the pulley support on top of the ladder. 


etting PV modules from the ground to the roof can be 

a back-breaking job. Modules that are being installed 

on sloped roofs are usually raised one at a time and 
then fastened to support rails, making installations slow and 
tedious. For small residential systems on low roofs, a typical 
method of conveying modules to a rooftop is to push them a 
short distance up a ladder to someone waiting above, but this 
method is impractical and unsafe. Mechanized lifts can be 
rented, but rates can be expensive enough to push a DIYer’s 
budget over the edge. 


One Back-Saving Tool 

To remedy this problem, I developed an inexpensive and 
simple means to transfer modules to the roof. It can be built in 
a few hours by anyone who has basic construction skills, and 
materials cost between $45 and $80. (Although I used scrap 
strut pieces, strut can be purchased in 10-foot lengths from 
most home improvement stores.) 

The lift is constructed of common building materials— 
lumber, pulleys, and rope—available at hardware stores. As 
designed, it collapses to less than 9 feet for easy transport and 
storage. The concept can be adapted to most module-hoisting 
needs. 

The lift consists of two parts—the framework to which 
the module is secured and the top-of-ladder pulley support. 
The lift uses the mechanical advantage of two simple pulleys, 
rated for 100 pounds each, and relies on simple physics. With 
the pulley system, the force needed to lift a PV module is half 


The secured module is hoisted from 
the ground to the crew on the roof. 
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the module’s weight. A 180- to 200-watt module typically weighs 40 to 50 pounds, 
so the force needed to lift the module will be 20 to 25 pounds. 

The framework resembles a simple ladder, with a pulley attached at the top 
of the wooden frame. The wooden framework slides along the outside of the 
extension ladder’s rails. However, with extension ladders, the upper section 
usually sits above the lower section, creating a barrier to sliding modules smoothly 
up the ladder. Solving this problem is as simple as rotating the ladder 180° from 
front to back, which then permits the transition from the lower to upper section to 
become a landing. 

The size of the framework depends on the size of modules being lifted. The 
lift we built can handle a single module up to 47 inches wide and 66 inches long. 
A protruding wooden lip at the frame’s base secures the module against the 
framework. At the top of the frame, a 1-inch-wide canvas strap holds the module 
in place as it is lifted to the roof. 

The upper pulley support was made from strut and strut fittings as shown, but 
other means to support the pulley at the top of the ladder are possible. Strut fittings 
are connected with 3/s-inch bolts and standard strut cone nuts or springnuts. The 
pulley support at the top of the wooden support frame is attached to a scrap of 3/4- 
inch-plywood, which is stronger than most dimensional lumber. 


Design 
Tweaks & 
Lift Tricks 


e Make sure the vertical rail 
components extend about 4 
inches below the framework’s 
wooden _ lip—otherwise, the 
support tends to catch on the 
ladder foot supports. 


Sr ele 
e Be sure to countersink all screws pa SS a et 
: MD ie ah: tite a 
so that they will not be able to pe ete ane 
come into contact with the : 
module glass. 


e Knots can be placed in the 
lifting rope on approximately 
4-inch centers to help stop the 
rope from slipping through lifting 
hands. 
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Lift Framework Details 


Rope on 


/4 in. x 31/2 in. Carriage 
Bolt with Lock Nut 


3/4 in. x 31/4 in. 


2 in. Wall-Mount Pulley 


i~- 


Grabber 
Screw 


As the lift returns down the ladder, use the rope to lift the 
bottom edge of the framework over the lower ladder extension. 


Parts List 


Overall Frame 


Wood Frame Module Support 


Length: 
15 ft. 7 in—2 x 3 in.; cut to (2) 5 ft. 10 in. pieces for uprights ee Width Between 1x2 
and (1) 3 ft. 11 in. piece for bottom horizontal PV module Frame Uprights: 


A bit wider than 


3 ft. 11 in.—1 x 4 in. for top horizontal 
3 ft. 11 in —3/4 x 3 in. cabinet-quality plywood for frame lip 


7 ft. 10 in.—1 x 2 in.; cut to (2) 3 ft. 11 in. pieces for middle 
horizontals 


2 in. wall-mount pulley 

(8) 1/4 in. self-locking nuts and washers 

65 ft. of 3/8 in. polypropylene or nylon rope (for 24 ft. ladder) 
(4) 11/2 in. “Grabber” screws 

1 in. wide x 18 in. long hook-and-loop straps 

1/4 x 31/2 in. carriage bolts 

1/4 x 6 in. carriage bolts 


1/2 x 1 in. bolts (to attach pulley and straps) 


Top-of-Ladder Pulley Support 
2 in. wall-mount pulley 

6 ft. 2 in. of 15/8 in. deep strut 

(2) 1/4 x 1 in. bolts 

1/4 x 1 in. eye bolt 

(3) 1/4 in. strut cone nuts or spring nuts 
6 L-strut brackets 

(2) 90° strut brackets 

(3) 1/4 x 11/2 in. fender washers 

(20) 3/8 x 1 in. bolts 

(16) 3/8 in. strut cone nuts or spring nuts 
(4) 3/8 in. lock nuts and washers 


6 deep strut end caps 


your ladder 


1/4 in. x 6 in. Carriage 
Bolt with Lock Nut 


1x3 
ee 2x3 
i: Oo Oo | 
Overall Frame Width: 


A bit wider than your PV module 


Rigging the Lift 
The ladder is first set against the roof eave. Next, the upper 
pulley support is placed on top of the ladder and the rope 
tied on the eyebolt adjacent to the pulley. (Note: Be sure to 
use an appropriate knot that will not self-release under any 
circumstance.) The wooden support frame is then placed 
on the ladder; the rope is placed through the pulley on the 
support, routed back to the upper pulley, and then extended 
behind the ladder to the ground. The module is set behind 
the wooden lip at the base of the frame and then secured at 
the top by the canvas strap. One person is on the ground, 
securing and hoisting modules, while the rooftop person 
removes the module from the frame after it arrives at the top. 
Once the module is lifted to the roof and removed from 
the frame, the frame is lowered back to the ground. During 
lowering, the transition between the two ladder sections 
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Mechanized Lifts 


Mechanized lifts using gas or electric-powered motors have 
been developed for the roofing industry and have been 
adapted for the solar industry. However, the lifts are usually 
large—sometimes large enough to require an additional 
truck to haul it to the site. Their greatest value comes when 
many modules need to be lifted. The TopLift Eco ($5,900, 
by Boecker USA; www.boeckeramericas.com) is one option 
specifically marketed for PV modules. It can hoist up to 330 
pounds to 67 feet, and its drive unit weighs 104 pounds. 


becomes a barrier. The rope normally used to raise and lower 
the ladder sections can be used by the person raising the 
modules to lift the wooden frame over the ladder transition. 
Using the ropes to pull the bottom of the support rack is easy 
when the rack is coming down empty. 


Access 

Ken Gardner (ken@gardnerengineering.net) owns and operates a 
design-build renewable energy company in Ogden, Utah. He is a master 
electrician, civil engineer, land surveyor, and structural engineer who is 
NABCEP-certified. He is an instructor for Solar Energy International and 


teaches PV and hydro-electric classes. 
The author collapses the lift for transport. 


No Matter Where You Buy... 


We're allin this together 


; Exceptional Service 
Guaranteed Low Prices 


THE SOLAR Biz 


... for a sustainable future | since 1969 


888-826-0939 
www.thesolarbiz.com 
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WHY CHOOSE IF YOU CAN HAVE IT ALL? 


ASTRONERGY. MAKING IT SIMPLE 


> 4 
ol ” 


Central Inverter Thin Film Module Polycrystalline Module String Inverter Monocrystalline Module 


When setting up a PV system and looking for the right PV module, it seems like there are many choices to be made. In reality, 
there’s just one choice over and over again- who should | work with? 


With the broadest PV module portfolio available and a well-established and powerful parent company - the Chint Group - whose 
expertise spans the entire spectrum of the electrical industry and the entire solar PV system, you no longer have to answer this 
question a hundred times. Now, you only have to answer it once. Astronergy offers monocrystalline, polycrystalline and thin 
film modules and inverters, transformers and AC/DC protection as a part of its total systems solutions. It’s time to work with a 
company that thinks beyond PV modules. 


Astronergy. We make it easy. 
www.astronergy.com 


Astronergy Solar, Inc. 
23326 Hawthorne Blvd., Building 10, Suite 255, Torrance, CA, 90505 


E-mail: sales@astronergy.com ASTRONEIGY 
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Where were you in 1991? 


We were just getting started. For 20 years, 

Solar Energy International has provided expert 
instruction in solar, solar thermal, wind, and 
micro-hydro renewable energy technologies. 
We’re happy to share our reputable, long-standing 
experience and education in the training world 
with you. Enroll today at solarenergy.org. 


CQ 


ACTA 7 pvvestsy L291 - 201 


Register online at solarenergy.org 


re educatior for a sustainable 
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Puzzled? We’ve Got the Solution. 
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A well designed renewable energy system is much more than a pile of hardware. 
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RESIDENTIAL AND COMMERCIAL 


Experience, Expertise, Excellence WE PROVIDE COMPLETE SERVICE: 


We live on renewable energy, have 20 years of experience, and ¢ Solar 
have established over 500 systems. Your best resource is a local ° Wind 
pro. We serve Northernmost California and Southern Oregon. 


Custom Renewable Electricity systems designed to meet your * Micro-hydro 
needs and site, not a “one-size-fits-all” installation that does e Water Pumping 


nothing well. ¢ Load Analysis 


Ask us about all available incentives, state and federal tax credits, 
and grants. We do the incentive and state paperwork for you. 


* Local Site Survey 


Oregon Dept. of Energy Tax Certified Contractor. * System Design & Installation 


Financing available in Oregon. * On-Grid and Off-Grid 
° User Training & Tech Support 


Bob-0 Schultze viz 


men an 
CA Electrical cenminin’ ‘ / 4 MITSUBISHI = aN sy fF 
Lic # 613554 or sins ra heated ust AES BZ i 


CCB # 185672 Authorized bistbutor 


Sen ” Authorized Distributor Authorized Distributor Authorized Distributor 


800.945.7587 toll free 


www.electronconnection.com 
P.O. Box 203, Hornbrook, CA 96044 U.S.A. » Voice/Fax: 530.475.3401 - E-mail: bob-o@electronconnection.com 
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ertifications 


to understand. Sometimes, instead of a reference on how 

to do things right, they can seem more like codes used 
to send secret messages. And if you don’t know the key, the 
information can be obscure or undecipherable. Confusion and 
conflict are often the result of different interpretations. 

SHW code books are getting better, but they are not 
without their failings. In addition to a bunch of codes, 
there are also certifications for solar collectors, systems, and 
installers—and where do these fit in the industry? 

Here are some insider insights and background on codes 
and certifications most applicable to SHW systems. 


R uilding trades code books have a history of being difficult 


Why Codes & Certifications? 

Codes are published and enforced for the health and safety of 
the public. They specify acceptable materials, sizes of materials, 
and other information for constructing safe buildings and 
the electrical, mechanical, and plumbing systems within. 
Plumbing, heating, cooling, and solar codes are usually 
published by two national code-writing organizations, but 
sometimes local government agencies write their own codes. 

Whether a government writes its codes or adopts those 
written by someone else (as most do), they have the rule of 
law behind them. Government agencies regulate the building 
trades through building permits, code enforcement, and 
licensing qualified individuals and companies. 

In the United States, each state administers its code 
enforcement and licensing. Many large municipalities have 
additional code requirements instead of or in addition to 
state requirements. The codes used, and licenses and permits 
required, can change significantly across state lines. Licenses 
in most trades are only recognized in the state of issue. 


Wading into the Alohabet Soup 

In the United States, five code books give guidance for 
installing solar water heating systems. The International Code 
Council (ICC) publishes the International Plumbing Code (IPC) 
and the International Mechanical Code (IMC). The International 
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Association of Plumbing and Mechanical Officials (IAPMO) 
publishes the Uniform Plumbing Code (UPC), the Uniform 
Mechanical Code (UMC), and the Uniform Solar Energy Code 
(USEC). 

The books are published on a three-year cycle, with the 
most recent being the 2009 version. The ICC codes are used 
in the majority of the U.S. states, especially in the East and 
Midwest, but there is no precise dividing line where the 
different books are used—it all depends on the jurisdiction. 

Having two sets of published codes for the same trade is 
a hassle. If you move across a state line, or even into another 
local jurisdiction, you may find yourself under a different 
set of rules—although they are similar, the nuances can be 
nuisances. It is also a reason why plumbing and HVAC 
licenses don’t have reciprocity like the electrical trades with a 
single national code. 

There may come a time when the United States will have 
a single set of code books for solar water, pool, and space 
heating. The ICC codes seem to be gaining ground. It could 
be that their books are easier to read and understand, or that 
the International Energy Conservation Code gets a push from the 
government. 


The USEC 

The IPC and UPC are the senior references for all issues 
dealing with potable water, and specify materials and other 
requirements for supply piping systems. Likewise, the same 
is true for heating and cooling systems with the IMC and 
the UMC. For solar thermal systems, however, the plumbing 
and mechanical code books don’t offer much specific detail, 
and that’s where IAPMO’s Uniform Solar Energy Code (USEC) 
steps in. 

Until recently, the little-known USEC has not been widely 
adopted. However, the 2009 edition was adopted as a standard 
by the American National Standards Institute (ANSI), which 
publishes standards for almost everything. (For instance, if 
you want the specifications and standards for a certain kind 
of bolt, ANSI is the place to look.) 


SHW codes 


UNIFORM_ 
PLUMBING- 


CODE 


UNIFORM 
MECHANICAL 


eC CODE 


— 


An American National Standard 
IAPMO/ANSI USEC 1 ~ 2009 


The USEC specifies materials for collectors and balance- 
of-system components. The 88-page book covers material 
specifications and some design and installation requirements for 
collectors, tanks, heat exchangers, piping, insulation, and more. 


Conflicts & Controversy 

Compared to the faster-paced PV industry, the thermal 
industry has a snaillike pace of innovation. For the most 
part, SHW installers are installing the same basic types 
of systems they did 30 years ago. Although this makes 
the industry seem stagnant, the reality is that flat-plate 
collectors are simple devices that already approach maximum 
theoretical efficiency. Except for improved longevity, collector 
technology hasn’t changed in decades. Strides in lowering 
costs, and overcoming fragility and longevity issues are being 
made for evacuated-tube collectors, but, again, the systems 
are nothing new. 

Heat exchanger design has been the only big change in 
the last few years. The ICC and IAPMO books are now in 
relative agreement when it comes to heat exchangers—and 
this is a first. Both the IMC and USEC now allow single-wall 
heat exchangers with nontoxic heat-transfer fluid; the USEC 
also requires a pressure-relief valve of no more than 30 psi if a 
single-wall exchanger is used—probably because the pressure- 
relief will actuate below the municipal water pressure. 
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Handy Definitions 


Authority having jurisdiction (AHJ)—An organization, office, 
or individual responsible for enforcing the requirements of a 
code or standard, or for approving equipment, materials, an 
installation, or a procedure. 


Potable water—Water for human consumption. 


Mechanical systems—Heating, ventilation, air-conditioning, 
and refrigeration (HVAC-R) equipment. 


Journey-level plumber—A licensed plumber usually 
requiring at least two years of experience and passing at 
least one exam, sometimes both a written and hands-on 
exam. 


Master plumber—Normally, a licensed plumbing contractor 
who can bid jobs. Becoming a master plumber typically 
requires at least four years of experience and passing at 
least one exam—sometimes a plumbing code exam and a 
business and law exam. 


Specialty solar license—A limited license used in some 
states to allow individuals and contractors to work on, for 
example, only solar water and pool heating systems. 


The ICC’s IMC was the first to allow single-wall heat 
exchangers, while the UPC and USEC required double-wall, 
vented heat exchangers if a system design calls for anything 
but potable water in the collector loop. 

This requirement made even nontoxic-antifreeze-based 
systems that have less-expensive and higher-efficiency single- 
wall exchangers illegal in those jurisdictions using the UPC 
and USEC and subject to a red-tag correction notice— 
essentially a notice that work or use must be stopped because 
of unsafe conditions. 

Now, a change in the 2009 USEC allows single-wall 
exchangers, so long as the collector-loop pressure relief is a 
maximum of 30 psi and a caution label is provided to warn 
of the fluid in the system. The 30 psi relief provision stems 
from municipal water systems, which typically have higher 
pressure than that. The logic is that any leakage will travel 
from higher to lower pressure. 

However, not all jurisdictions are on board. The health 
department of Louisiana, for instance, believes that single- 
wall exchangers are not fail-safe enough to prevent municipal 
water supplies from being contaminated by a leaking system 
with the wrong (toxic) antifreeze installed. While health 
officials also were skeptical of double-wall exchangers, they 
appeared to see the logic that it was impossible for a system 
with a double-wall exchanger to threaten city water systems. 
The department’s solution is to require backflow preventers 
on any building where a SHW system is installed. This 
decision may also require hiring qualified people to check the 
backflow preventers at least annually. The irony is that these 
costs make installing systems with single-wall exchangers 
more expensive than ones with double-wall exchangers. 


Codes & Installing Your Own System 

If you are installing a SHW system in any jurisdiction using 
ICC code books, the 132-page IMC is the book you that will 
be the most valuable to you. The IMC contains a small section 
on boilers and water heaters in Chapter 10 and two pages on 
solar systems in Chapter 14, which also has a paragraph on 
heat exchangers in Section 140. Reading all this takes less than 
a half hour. 

The IPC addresses rules regarding potable water and 
waste systems. Most of what might pertain to a SHW system 
is in Chapter 6: Section 607 (Hot Water Supply Systems) and 
Section 608 (Protection of Potable Water Supply). The IPC also 
has rules for heat exchangers that are a little different than the 
IMC and are in Section 608.16.3. It just takes a short time to 
read these sections in their entirety. 

The difference in the code publishing organizations is 
evidenced by the ICC putting water heaters in the mechanical 
code book and IAPMO putting water heaters in the plumbing 
code book. In the UPC, Chapter 5 (Water Heaters) and Chapter 
6 (Water Supply and Distribution) provide guidance for SHW 
systems. Heat exchangers are redundantly addressed in the 
IAPMO books with Sections 506.4.2 and 603.4.4.1 in the UPC, 
and Section 405.1 in the USEC. 

In IAPMO jurisdictions, the USEC is usually the governing 
code book, but this, as in all things relating to codes, is up to 
the individual location. This book contains more detailed 
information about SHW systems than the ICC books. The first 
three chapters of the USEC are just the standard boilerplate 
of administrative procedures, definitions, and regulations 
common to all code books. But, even here, the detail about 
SHW systems is evident in that definitions are given for 
things like drainback systems, closed-loop, collector tilt, and 
many other terms that are not given in the IMC’s definitions. 

Here’s a breakdown of pertinent SHW section in the 88- 
page USEC: 


e Chapter 4—Piping (includes heat exchangers) 

e Chapter 5—Joints and connections 

e Chapter 6—Thermal storage (water storage and expansion 
tanks) 

e Chapter 7—Collectors (materials suitable for liquid and 
air collectors) 

e Chapter 8—Insulation (pipe and duct insulation) 

e Chapter 9—Ductwork (a single sentence; it just gives 
reference to the UMC chapter on ductwork) 

e Chapter 10—Electrical (This chapter is sometimes not 
adopted by jurisdictions since it is just a copy of the 
National Electrical Code’s Article 690, which local building 
officials have probably already adopted.) 

e Chapter 11—Material standards (10 pages of references on 
standards for piping, etc.) 


Many sections of the USEC refer back to the UPC or UMC, 
as does the whole of Chapter 9. These references have little to do 
with an SHW installation. Keep in mind, the authority having 
jurisdiction (AHJ or “inspector”) is the ultimate decision-maker 
of what is safe or not—and arguing with them may not be 
wise. However, if you have a justification for a component or 
technique in writing, inspectors’ opinions can often be swayed. 
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I’ve noticed that inspectors often 
concentrate on two things: pressure-relief 
valves and heat exchangers. It makes sense 
because a pressure-relief valve on an antifreeze 
system will prevent excessive pressure buildup and a heat 
exchanger of the right type will prevent water supply 
contamination in the event the heat-transfer fluid is toxic. 
Public health and safety is the reason we have codes in the 
first place. 


Beyond the Codes—Certifications 
Certifications for collectors & systems. When energy 
conservation and RE tax credits hit the mainstream in the late 
1970s, much SHW system marketing went over the top. This 
first tax credit era brought out the worst, with some fly-by- 
night manufacturers claiming outlandishly high SHW system 
performance. In addition, unscrupulous businesspeople 
wanting to cash in on the trend became inexperienced 
installers, installing substandard and shoddy systems. The 
newly established Department of Energy told the solar 
thermal industry to clean up the problems and threatened to 
have the government do the janitorial work if the industry 
hesitated. The Solar Rating and Certification Corporation was 
founded in 1980 as the solution. This nonprofit organization 
certifies solar thermal collectors and SHW systems based on 
testing by accredited independent test laboratories. The SRCC 
is funded partly by fees levied on manufacturers. 

If you plan to take advantage of federal tax credits for 
SHW systems, the collector or system must be SRCC certified. 
Many state and utility incentive programs also require SRCC 
system certification for eligibility. The SRCC merges the 
system certification data with climate data for hundreds 
of locations in the United States to achieve fairly accurate 
estimates of system performance. Many incentive programs 
use these estimates to calculate system rebate amounts, since 
hot water isn’t metered like electricity. Incentive program 
administrators like to base the incentive rewards on system 
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performance as much as possible and the 
estimates are the next best thing to a meter. 
You would think 30 years of history 

would mature an agency like this into a well-oiled 
organization. Not so. When the last federal tax credits were 
implemented in 2006, resulting in an onslaught of new SHW 
collector and system manufacturers, the SRCC was caught 
off-guard. Because it recognized the test results of only two 
laboratories, a two- to three-year backlog of certifying collectors 
and systems ensued. And, because a lack of a certification 
made a product ineligible for incentives, innovation and 
new product development was hindered. The backlog has 
diminished with the accreditation of many new laboratories 
last year. More information on the certifications is available at 
www-.solar-rating.org. 

Professional certification. The nonprofit North American 
Board of Certified Energy Practitioners (NABCEP) certifies 
installers in the PV, thermal, and wind industries based 
on passing a written exam. The thermal certification tests 
individuals on their knowledge of solar hot water and pool 
heating systems—in particular, safe installations. There are 
numerous tracks to be eligible to take the certification test, but 
all require candidates have a minimum of two documented 
installations. NABCEP has always had the policy of keeping 
the certification voluntary. With the bottleneck created by 
the SRCC, which was unable to quickly respond to a growth 
spurt, keeping the NABCEP certification voluntary seems 
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wise. Note that while the NABCEP certification can give 
consumers confidence in a contractor’s technical expertise, 
the certification rarely takes the place of a license issued by 
the appropriate government agency. 

Both the SRCC and NABCEP certifications are voluntary 
—up to a point. Uncertified collectors can be made, sold, and 
installed but the SRCC certification is required to receive 
the 30% federal tax credit. Plus, in many cases, the SRCC’s 
more comprehensive system certification is required to take 
advantage of state and utility incentives. The NABCEP 
certification also is required by a few state and utility 
incentive programs, even though NABCEP has a policy of 
discouraging mandatory certification. 


Related National Codes 

The International Energy Conservation Code (IECC) is used to 
help calculate federal tax credits for energy-efficient homes and 
energy-efficiency standards for federal residential buildings 
and manufactured housing. The code has the support of the 
U.S. Department of Energy (DOE) due to the efficiency gains 
that the code promotes and relates to federal law through 
the Energy Policy Act of 1992. The DOE claims that the 2009 
version will result in approximately a 15% improvement 
in residential energy efficiency compared to the previous 
edition. The IECC contains a small amount of information on 
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Basic Battery System Monitors 


Display vital battery system data to help users provide better 
battery care, conservation awareness and aid system 
maintenance: * Volts »Amps »Amp-hours + Battery% full 

« Days since charged 


Traditional TM-2020 


(without optional enclosure) $169 


TM-2025-RV features: 
12-48V operation standard. 
Higher lightning resistance. Smaller 
package includes enclosure. Also 
Watts. Records system analysis 
information to help find system 
problems. $180 
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solar thermal systems—it allows waiving the requirements 
for a pool cover if a solar thermal system provides 60% or 
more of the pool’s heating. This code is downloadable at 
www.iccsafe.org /store/pages/doeregistration.aspx. 

The 2009 Uniform Swimming Pool, Spa and Hot Tub 
Code published by IAPMO is also an ANSI standard. The 
code governs the installation, inspection, alteration, and 
maintenance of swimming pool, spa, and hot tub systems 
and their components. In 2009, the ICC announced it would 
publish the International Swimming Pool and Spa Code in 
2012, and is working with the Association of Pool and Spa 
Professionals to develop the code. 


Access — 

Contributing editor Chuck Marken (chuck.marken@homepower.com) is 
a plumber, electrician, and HVAC contractor licensed in New Mexico. 
He has been installing and servicing solar thermal systems since 1979. 
Chuck is a part-time instructor for Solar Energy International and the 
North Carolina Solar Center, and works under contract with Sandia 
National Laboratories supporting the DOE-sponsored Solar Instructor 
Training Network. 


State & national codes online ¢ www.iccsafe.org/Store/Pages/ 
FreeCodes.aspx 
@) 


The PentaMetric 


Battery System Monitor 
with More Capability 


The choice for advanced system analysis 
and maintenance. 
¢ Data Logging - records 
3 weeks of system details 
+ System Troubleshooting by 
comparing to previous data. 
Computer / Internet 
Interface 
The P-100-CE with Ethernet 
connection. Now analyze 
renewable energy system 
performance via remote 
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The PentaMetric System with (non internet) RS232 computer 
interface $320 
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details at: www.bogartengineering.com 
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Two Bar Rd. Boulder Creek, CA 95006 USA 
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The BEST Tool for Solar Site Analysis 


JUST GOT BETTER! 
Mam 


The original Solar Pathfinder 
with its reflective properties 
gives an excellent “instant solar 
blueprint” of the prospective site. 


Now, the NEW Solar Pathfinder 
Assistant software, and 
your digital camera, carry 
that shading information 
into a concise, thorough, 
professional-looking solar site 
analysis report in just seconds. 


Solar Pathfinder Assistant: 
automatically adjusts for magnetic 
declination, latitude, azimuth, tilt angle, & 
tracking mode (fixed, 1-axis, 2 axis); 
automatically does yearly energy computations using included NREL data 
(no internet connection necessary); displays “before/after” results of 
removing obstructions; and creates professional-looking reports! 


Solar 


ASSISTANT 


RAISING THE STANDARD IN SOLAR SITE ANALYSIS 


3953 Marsh Creek Road, Linden, TN 37096 © 317-501-2529 © Fax 931-589-5400 
info@solarpathfinder.com * www.solarpathfinder.com 


San Frost 


Eneray Efficient 
Refrigerators & Freezers 


> Available in DC 
or AC 


> Select From Over 
10 Models 


> Choose from 
1000’s of Colors, 
Finishes & Woods 


Providing an Effective Alternative for 
Energy Conscious Consumers. 


Now Making Stylish Home Composting 
Systems Too! 


Please Contact Gs Por More Inte 


P.O. Box 1101, Arcata, CA 95518 
tel: (707)822-9095 = fax: (707)822-6213 
info@sunfrost.com = www.sunfrost.com 


delta-T controls 


TAKE OF YOUR 
SOLAR WATER HEATING SYSTEM 


Say “hello” to the Delta-T Pro.The most advanced solar 
hot water controller in the U.S. Solar energy production 


is uploaded and stored 
online for the life of your 
system. It also features 


remote, web-based 

P monitoring and system 
adjustment settings 
along with automated 
email alerts. The future 
of solar water heating 
has arrived! 


Learn more and buy directly at deltatcontrols.com 
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Understanding Wind’ Speed 


Whether you are contemplating buying a wind-electric system or 
trying to analyze the system you own, understanding wind speed is 
crucial. Wind is the fuel for the system, and measuring it will help 
you verify present performance and predict future performance. 


©iStockphoto.com/cosmin4000 


ifferentiating between instantaneous and average have occurred elsewhere, but have not been measured. At 
[) wind speed is very important. These are two very typical home sites, winds might run up to the 70 mph to 100 
different measures—as different as your average speed mph range a few times a year. More normal instantaneous 
while driving between Philadelphia and Boston, and the wind speeds top out in the 40 mph to 50 mph range. But for 
(instantaneous) speed the cop caught you driving at on the New wind energy production, the important range of instantaneous 


Jersey Turnpike. If you were going 78 mph when the radar hit speeds is between 10 mph and 25 mph. Why? 


your car, no amount of explaining to the 
cop that your average was 57 mph will let 
you escape that ticket. 

With wind energy, instantaneous 
wind speed is the less important 
measure, and average wind speed 
steps into the primary position. For 
residential systems, the average wind 
speed at the tower top is the primary 
measure used to quantify the wind 
resource. Let’s look at these two 
measures and the real-world ranges 
you will find. 


Instantaneous 

Recorded instantaneous wind speeds 
range from 0 mph (of course) to 
about 231 mph—the latter has been 
experienced at Mt. Washington, New 
Hampshire. Higher wind speeds likely 


Power Relative to Instantaneous Wind Speed 
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Below about 10 mph, there isn’t a huge amount of energy 
available in the wind. Wind power is cubic—so assuming 1 
mph produces 1 unit of power, a 10 mph resource will yield 
1,000 units (10 x 10 x 10). At 5 mph—50% of that speed— 
you'll wind up with 125 units (5 x 5 x 5)—12.5% of the power 
in 10 mph winds. At the other end of the scale, 25 cubed— 
which is 15,625—represents a lot of potential energy, and a 
lot of force on your turbine and tower. Between 25 and 30 
mph, most turbines worth buying start shedding wind in 
one way or another, to protect the machine. A machine built 
to generate reliably in higher wind speeds would have to 
be awfully beefy, and it would probably not perform well 
at the lower wind speeds experienced most of the time at 
most sites. 

It is useful to know the typical high wind speeds at 
your site, since this will impact the strength and durability 
required of your turbine and tower. If your site rarely has 
50 mph winds, you might be able to use a less-expensive, 
medium-duty turbine. A heavy-duty turbine is needed for 
sites that regularly experience 80 mph winds. 

Instantaneous wind speeds are interesting to monitor, 
but beyond determining the stoutness of your turbine and 
tower, that data isn’t very useful. The goal is not peak power 
(watts), or power at any particular wind speed, but energy 
(watt-hours). And to predict that, we need to use average 
wind speed. 


Average 

Average wind speed is calculated by measuring instantaneous 
wind speeds over time on a site, and averaging them (see 
Mike Klemen’s nerdy article, “Wind Speed Data & Its 
Application to Wind-Generated Power,” in HP62). Most 
sites suitable for home-scale wind systems lie within the 6 to 
12 mph average range. For an on-grid household, a 6 mph 
site will not typically be cost-effective, but, if you’re off-grid, 
it might be better than running your generator a lot in the 
winter. In most cases, a 12 mph site will make economic 
sense. 


Example Wind Speed Distribution 
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Example Average Wind Speed Map 
yj for Minnesota 
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ye WindLogics 


Utility-scale wind farmers are looking for even higher 
average wind speeds, in the 12 to 18 mph range. The 
highest recorded annual average wind speed is also on Mt. 
Washington, about 35 mph. But this is an extreme site, and 
most wind farms don’t exceed the low 20 mph average. Those 
predicting or reporting higher averages are either looking at 
shorter-term averages (like monthly, not annual, averages), or 
they are blowing smoke. 


Example Wind Speeds at Heights 


165 
__ 150 
r=) 
o 
135 
£ 
> 120 
5 105 
9 
6 90 
oO 
> 
z 75 
2 60 
#45 
2 
5 30 
x 
15 
0 
0 5 10 15 20 25 30 


Example Wind Speed (mph) 


107 


©iStockphoto.com/pcrosspcross 


An anemometer 
is one tool for 
measuring 

wind speed, but 
how the data is 
logged, averaged, 
and interpreted is 
more important 
for determining 
wind energy 
potential. 


We use the average wind speed to predict wind generator 
production by looking at manufacturers’ energy curves (see 
example), looking at certification data, or using formulae 
(see “Estimating Wind Energy” in HP102 for one example). 
Average wind speed is to wind generator production what 
peak sun-hours are to solar-electric production. 


Understanding 


To help avoid unrealistic expectations, I suggest that you: 


> Clearly understand the difference between instantaneous 
and average wind speeds, and realize that the latter is most 
important. 

» Understand that instantaneous wind speeds have lesser 
value, since the wind varies and the power available 


25,000 


20,000 


*Endurance S-343 
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Annual Energy Production (kWh) 
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varies cubically with wind speed. Knowing a specific 
instantaneous wind speed only gives us one point of data, 
which is just as useless as one point in the power (kW) 
curve. 

» Understand the realistic range of average wind speeds 
on residential sites, and try to ascertain the average wind 
speed at turbine height on your own site. This number is 
the most useful in predicting energy (kWh) output. 


Access 

lan Woofenden (ian.woofenden@homepower.com) lives off-grid with 
an average wind speed of 7 mph. While not remarkable, it saves lots 
of generator run time, fuel, and racket. His wind turbines see 60 to 70 
mph a few times a year, and have experienced 100 mph at least once 
in 25 years of providing wind energy for his home. 


[JAvailable)in) JDC only, lonAC/DC Configurations — 
» Ol pycharge Controller, 33Ah Rees & SOW) PV ‘Module Included 


www.maverieksOlalr.coun 


Be 219 = at Ai 3 


CRRA a Var icksolar.cor 
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Solar Hot Water 
Fundamentals _ 


Siting, Design, and Installation 


A truly accessible textbook 
perfect for DIY guidance, 


installer training & reference. 
Written & reviewed by solar thermal experts. 
Fun and easy to read! 


(pv) recy ycling, lic 


supply for the next generation 


Do you have broken 
solar modules? 


We're now collecting nationwide! 


New collection points in Tucson, 
Phoenix, San Jose & Los Angeles. 


joes 


Solar Six Pack™ 
: asl Simplicity, Plug & Play 


—_ on fi Collector 

6] Overtemp Protection 

6] Solar Powered Pump 

Gj Umbilical-Rubber 
Hose & Clamps 

Pump & Gauges 

Solar Wand «© 


Thermal Collector 
s 


4 


Butler Sun Solutions, Inc. 
Solar Hot Water 800-983-1323 


www.butlersunsolutions.com 
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WHY RENT YOUR POWER WHEN YOU CAN OWN IT? 


SolMan sa 


GENERATOR 


*  120vAC or 12vDC 
3 - 100 Amp/Hr Batteries 
1500w Inverter/Charger 


Plug & Play - Point of use renewable 
energy for home, work or recreation. 


Clean, Silent, and Portable 
No Gas - No Fumes - No Hassle 
sO N S$ 


INTEGRATED SOLUTIONS 


Designed and Produced in America 
FOR ENERGY INDEPENDENCE 


for High Quality and Lasting Value 


Special Expandable Option: 
Add 2 Extra PV Panels 


538° 600w smaller SolMan unit 
& 


2000w Lithium Battery Model 
now available! 


www.sol-solutions.com ® 800-828-2965 
515 S. Main Street, Hwy 101, Willits, CA, 95490 
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MIDWEST RENEWABLE ENERGY ASSOCIATION 


5 1 he 
1A ope A 
i idl Ad " 


Energ) Fait 


clean energy & sustainable living 


C JON 
oi 


Over 200 Workshops 
More than 275 Exhibits 


Inspirational Keynotes midwest 
i renewable energy 
Entertainment sececistion 


Kids’ Activities 715-592-6595 + www.midwestrenew.org 


Grant Cont Fouirdyrounds 


= John aye ue 


Keynote Speaker A) 


Philip Ackerman-beist 
Author 0 
up Tunker Road 
% 50 Workshops 


free with fair entry 


www.solwest.org 
541-575-3633 


mais Skills ~ New Te ~ A lai life 


‘Solar « Wind. a) 
Sustainable biving Wy 


IF YOU HAVE AN APPETITE FOR CHANGE, 
WE HAVE A LOT OF FOOD FOR THOUGHT. 
SOLAR FEST 


wD «.: NEW ENGLAND RERJEWABLE ENERGY FESTIVAL 


(Jury 15, 16 &17, 2011 


IN-DEPTH PRE-FESTIVAL 
PV WORKSHOP 


LIVE MUSIC 


THEATER 


POWERED BY 
100% RENEWABLE 
ENERGY 


RENEWABLE ENER 
& SUSTAINA 


KETS ON 
ALE NOW! 


owstre\, 
CAMPING 


CO» r) 
SPONSORED IN PARTSBY: “ee, ee SOLARFEST.ORG 


DARK STAR LIGHTING & PRODUCTION, FARMER MOLD & MACHINE WORKS, 
RADIANTEC, FORGET-ME-NOT FARM, C V SOLAR & WIND, 


WPTZ/WNNE, RUTLAND HERALD, CHAOLYSTI 


EARN A DEGREE IN 
RENEWABLE ENERGY 


Combine science and 
hands-on training 


Focus on photovoltaic 
design & installation 


Training emphasis ~ 
on NEC compliance 


2-Year A.A.S. Degree 


or one year certificate 
= SAN JUAN COLLEGE 
NH School of Energy 
www.sanjuancollege.edu/reng 


For additional info about the Renewable Energy Program 
Call (866) 426-1233 or email reng@sanjuancollege.edu 


for additional 
details & dates Mee 
wind appstate. 
email:ap6621 
828.262.8818 
workshops continuing from May— November 
topics include Photovoltaics, -Solar Thermal, 
Wind, Microhydro, and BioEnergy Production 


> Departmentof Technology offering Bachelor's & Master’s degrees 
Appa lachian > T wmriaeetemattesmnenn (S22 website for continuing education credits) 


S@appstateedu 


www.homepower.com 


12 


corner 


renewable energy and the national electrical code 


omall Wind systems & the NEC 


N Electrical Code® 
( [ ») National Seriet 


NFPA 


Courtesy NFPA 


Move over, solar electricity: This year, 
small wind-electric systems got their 
own article in the National Electrical 
Code. 


The National Electric Code (NEC) is a set of rules for the 
electrical connection and installation of all kinds of electrical 
equipment, but has lacked specificity for small wind systems 
(wind turbines rated at 100 kW or less)—until now. In the 
mid-1980s, PV systems were given their own presence in 
Article 690 of the NEC. Three decades later, small wind 
systems have earned their own Article—694— too. 

In the past, due to the unique character of small wind 
installations, applying some of the general code was difficult 
or confusing, and AHJs often attempted to use the PV Article 
690 to deal with this. However, PV can be disconnected 
from the load or short-circuited with no harmful effects. 
Some wind generators can also—but some cannot. This can 
result in unsafe conditions when applied to a small wind 
installations. 


by Robert Preus 


Courtesy lan Woofenden 


Getting to Wind 
PV code pioneer and electrical engineer Robert Wills and 
I were persuaded to co-chair a group of wind industry 
stakeholders in developing a proposal to amend the 2008 NEC 
for its revision in 2011. In March 2008, we formed a stakeholder 
group that included input from about 50 participants, 
including installers, system designers, manufacturers, and 
incentive program managers with an interest in the small 
wind industry. The proposal had to be submitted using the 
rules of the NEC style guide. Wills was very familiar with 
these guidelines since he had been involved in the PV code 
from the beginning. 

In January 2009, the 19 NEC code panels met to review 
and report on the proposals. Wills served as a delegate and 
I was an alternate. Literally hundreds of amendments to 
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corne 


renewable energy and the national electrical code 


articles covered by this panel were considered, debated, 
and voted on. They ranged from our group’s proposal for a 
separate wind article to minor changes in wording of already- 
existing articles to improve consistency in the formatting and 
style. The separate article was accepted in principle with the 
requirement for some modifications, and assigned its own 
number—694. 

In July 2009, the proposals by the panels were published, 
and the public comment period began. During this period, 
anyone with interest could comment on any of the proposed 
actions or changes to the NEC. If a proposal was rejected for 
lack of justification, the author or anyone else could provide 
justification. If someone objected to a proposed change that 
was accepted by the panel, they could submit an objection 
with justification for the objection. The panel responded to 
all comments. 

In December 2009, the panels met to consider the 
comments and finalize their actions on each proposal. At that 
point, the new wind article was approved with modifications. 
The final, official adaptation of the 2011 NEC occurred at the 
June 2010 annual meeting of the National Fire Protection 
Association (NFPA), the organization responsible for the 
NEC. In September 2010, the 2011 NEC rolled out. Some 
jurisdictions adopt the new version of the NEC immediately; 
some wait longer or make their own modifications. But 
even if a jurisdiction has not fully adopted a newer version, 
sometimes parts of the latest versions are allowed or applied. 

The process for addressing changes for the 2014 NEC will 
begin again in October 2011. There will be many proposals for 
modifying the small wind article since it is now included in 
the code. Many of the proposals will involve consolidation of 
requirements common to PV, wind, and fuel cell systems into 
Article 705; battery-related requirements will be consolidated 
into Article 480. 


Section by Section 

The format for Article 694 is modeled after the PV code’s 
Article 690. Section I (694.1 through 694.7) establishes the 
scope of the article and provides definitions for terms specific 
to small wind systems. It also states that 694 requirements 
apply anytime they differ from the rest of the code—except 
for 705, when a small wind system is operated in parallel with 
primary sources of electricity; and 500 through 516, when a 
system is installed in a hazardous location. 

Section I specifies that small wind systems shall be 
installed by qualified persons. This issue caused great debate 
between those who think that the NEC should specify only 
how the installation is done—and not by whom. Section I also 
requires surge protection between the wind turbine system 
and the loads served, and allows standard plug-in receptacles 
on the wind turbine branch or feeder circuit for maintenance 
or data acquisition. (This is not allowed for in PV systems 
under Article 690.) 

Section II (694.10 to 694.18) covers circuit requirements. 
It defines how to calculate voltage and current for small 
wind systems and how to derate conductors. 694.15 covers 


overcurrent protection and, in an exception, does not require 
overcurrent devices when the conductors’ ampacities (sized 
in accordance with 694.12(B)) exceed maximum current from 
all sources. 

Section III (694.20 to 694.28) relates to disconnecting 
issues. Section 694.20 provides an exception that exempts 
a wind turbine that uses an output circuit for regulating 
speed from having a disconnecting means. Section 694.24 
allows a shorting switch or shorting plug to be used as an 
alternative to a disconnect in this case. This makes sense 
with the understanding that a small wind turbine is a limited 
current source and that, for some small wind generators, 
disconnecting the load produces a dangerous situation. This 
is one of the prime reasons that small wind needed its own 
article. Section 694.22 (D) allows the installation of rectifiers, 
controllers, and inverters in nacelles (wind turbine housings) 
and other exterior areas that are not readily accessible. 

Section IV (694.30) covers wiring methods. It requires that 
flexible cords comply with Article 400 and be identified as 
hard service cord, listed for outdoor use and water-resistant. 
DC output circuits in a building must be in metal raceways, 
from the point of penetration at the building’s surface to the 
first readily accessible disconnecting means. 

Section V (694.40) addresses grounding. It requires that 
towers and turbine nacelles be attached to an equipment 
grounding conductor, but exempts attached parts, such 
as tails, that have no energizing source. Guy wires are 
not required to be connected to the equipment grounding 
conductor. Auxiliary electrodes and equipment-grounding 
conductors are both required for the tower structure. It 
refers to Article 250, Section HI, for most of the details of the 
grounding requirements. 

Section VI (694.50 through 694.56) prescribes signage that 
is required for various system configurations. It covers grid- 
interactive systems and stand-alone systems. 

Section VII (694.60 to 694.68) pertains to connecting the 
system to other sources of electricity. This section requires that 
inverters used in grid-tied systems be listed and identified 
as utility-interactive, and that these systems comply with 
article 705. Section 694.66 allows inverters on branch circuits 
to exceed the normal voltage operating range so long as the 
voltage at the distribution panel remains within the normal 
limits. The reason that this is important is this: When inverters 
are pushing power into the grid, they raise the voltage to do 
so. If there is a long wire run between the inverter and the 
utility transformer, it is common to raise the voltage higher 
than the voltage allowed for the utility. Without this option, 
wind system owners would be required to install larger- 
gauge wire to limit the voltage rise. 

Section VIII (694.70 to 694.75) covers storage batteries, 
referencing Article 480 for general battery requirements. 
But 694.70 spells out the current limiting and other battery- 
specific safety measures that are required, with an emphasis 
on systems at 48 volts nominal or greater. Section 694.75 also 
details requirements for charge controllers. One significant 
requirement is that a single diversion load control cannot 
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Article 694 of the National Electrical Code, which covers wind-electric systems, will provide more consistency in system installations, 
and reduce the incidences of contractors and authorities having jurisdiction applying different code interpretations to installed 
systems. 


be the sole means of regulating battery charging. A utility- 
connected service does not qualify as a reliable diversion load 
to meet the second regulating means requirement. 

Section IX (694.80 and 694.85) is for systems greater than 
600 volts. While there are few, if any, systems in excess of 
600 V and, as far as I know, no battery systems over 600 V, 
serious efforts are made to not have the code limit future 
developments. So there are avenues left open that are not 
currently used. Section IX references Article 490 for general 
requirements, and also establishes the basis for determining 
battery and other circuit voltage for wire and device ratings. 


What’s Next 

Some AHJs consider the wind turbine alternator as an AC 
source and are requiring grounding of the center of the three- 
phase wye for the alternator wiring, under Article 250.20. This 
does not work for a system that rectifies the output of the 
alternator and that has one leg of the DC bus grounded. You 
get a built-in short circuit load that keeps the wind turbine 
from starting. As 694 is applied, other areas in the code may 
require clarification as well. 


The Code & Consumers 

Article 694 for small wind-electric systems provides more 
consistency in their installation. There will be fewer surprises 
caused by contractors and authorities having jurisdiction 
applying different interpretations of the NEC for wind turbine 
system installations. Code-compliant systems also help 
guarantee that installations meet current safety standards. 


Access 

Robert Preus (robert@artre.us) is a wind energy systems engineer with 
experience in managing systems design for small and intermediate 
wind generators. He is also experienced in obtaining certifications, and 
in listing and marking wind energy equipment. Robert offers small wind 
technology training and engineering consulting in small design and 
certification through his company, Advanced Renewable Technology. 
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stallation kits 
odules 
Aluminum 


* Works with 
° High QUALITY 


¢ Fast and EASY installation 


Start Saving NOW! 
www.EZRACK.net (800) 579-0853 
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an, 
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ot water systems 


DRAINBACK RELIEF vs 


ELECTRIC 
BACKUP 
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SOLAR 
STORAGE 
TANK 


TEMPERA 
SENson @URE 


IS THIS STATEMENT ACCURATE? “At an operating temperature of 40° C (104° F) glycol has only 
88% of the heat capacity, 62% of the heat conductivity, 75% of the heat-transfer coefficient, and 3.8 
times the viscosity of water. A water-glycol heat exchange requires up to 3 times the heat exchanger 
area than a water-water heat exchange to get the same number of transfer units. And, the higher the 
temperatures are, the wider the performance differences. 


These large differences are also ignored in solar simulation programs, ratings issued by independent 
testing agencies, dollar-based tax rebate programs, technical training programs and marketing 
literature of those companies whose products are tested and rated with water, but installed using 


glycol.” 
Rolf Meissner, PhD, “The Key for Optimizing Large-Scale Solar Thermal Systems”, Linuo 


Paradigma Solar Energy, 2009 7 7 
for data ¢ discussion, please see 


Americas Solar iinermal Leader introduces 
THE SOLARS TATION 
THINK THERMAL- 
THINK SUNEARTH 


SOLARSTATION AND CONTROL FOR CLOSED LOOP GLYCOL SYSTEMS 


2 yn COT 9 

“e 

3 

{ ~ 
Complete Package 

Includes Pump Station, 


Differential Controller 
and Two Probe Sensors 


Manufacturing quality solar energy products since 1978 


Distributor Inquires Welcome 


www.sunearthinc.com 


MNDV4 Combiner 


With MC4 or 

Tyco connectors 
Some installations may ben- 
efit from a plug & play 
combiner. The MNPV4- 
MC4 & MNPV4-TYCO 
each have 4 fuse holders, 
15 Amp fuses and bulkhead 
mount connectors already 
installed and wired. Ifa 
connectorized combiner is 
in the cards, don’t settle for 
less, get the MNPV4 series 
pre-wired combiners. 


* Aluminum rainproof Type 
3R enclosure 

«Internal plastic injection molded dead front covers 

¢Plug & play combiners also available in 2, 8, & 10 
position configurations 

¢The 8 & 10 position combiners can be split into 2 
sections of 4+4 or 5+5 with separate PV minus 
inputs and outputs 

*Knock outs for MidNite’s SPD (Lightning arrestor) 

*ETL listed to UL1741 for use in the US and 


Canada Phite 9 
~<a 


www.midnitesolar.com 
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FEATURING: 


SUNEARTH 


Liquid Collectors 
for Solar Hot Water 
& Radiant Floor Systems 


Other Solar H,O0 
Products & Parts 


¢ Pumps 

¢ Heat Exchangers 

¢ Storage Tanks 

¢ Complete Systems 

° Controls 

¢ Batch Water Heaters 


Serving the Solar Industry Since 1979 


Riveted Corners 


Primary EPDM Glazing Seal 


Painted Aluminum Backsheet 


Also Featuring: 


SUN AIRE 


Air Collectors 
for Home Heating 


Air 
Mounts Collector 
Backdraft 
Damper Blower 
Aw i 
( Oe | 
L 


Control (| | 
Hot Air System 


Cold Air 


ee 


Other Solar Hot Air 
Products & Parts 


° Blowers 

¢ Backdraft Dampers 
* Controls 

° DIY Systems 


(800) 245-0311 ¢ www.aaasolar.com ¢ solarstuff@aaasolar.com 


alee 


2021 Zearing NW, Albuquerque, NY87014 


EAN one four Sdlar design 


“or visit our.web store for thousands. 


of renewable energy products. 


800-383-0195. = 


NORTHERN . ARIZONA 
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Electricity From the Sun 


WA 
ingetatt AZ 78600: 


eraysince Sle 


PILI GS T- 


Ott Grid? Have flowing water ? 
Light a 2 you lifel. 


HEADWATER 


Buy Direct 


from the Source 


HEAD 
10" AND UP 


ENENE 


Low head turbine: 
* Works with heads 
of 2 to 10 feet 
and large flows 

* Low flow 
runner option 


Higher head turbine: 


* Operates at heads 
of 10 feet and up 

* High output wheel 
option for heads 
over 50 feet 


Both turbines: 

e Use permanent 
magnet brushless 
alernators 

* Charge 12, 24, 48 
Volt batteries or 
higher voltage for 
long distance 

* Have cast 
bronze runners 

* Generate up to 1IKW 
or more at best sites 
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LH1000 


Energy Systems & Design 


“Innovative turbines since 1980” 
Manufacturing cost-effective 
water powered generators 
For more information: 
www.microhydropower.com 


506-433-3151 


Model 4-1850 
Home Power-#67 


-bIh: Measures AC Power up to 10 
kW, 100-250 vac single or two phase. 
New USB plug in meter, up to 1 gig of flash memory! 


ONEMeter: Standard Features include Multiple AC or DC power 

channels, PC interface, internal logging. Options include Web 

Interface, Weather Monitoring, and lots more. 
IM: Special meter for Refrigerator Replacement 


Programs. Detects Defrost Cycle, displays cost/kWh-hrs/yr. 
Other Models available. Check our website or call for details. 


Ordering or Information call 


All products are California 
CEC eligible meters 
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Solar Panels « Wind Turbines « DC Lighting 


——s 
ABS Alaskan, Inc. 
Alternative Energy & Remote Power 
2130 Van Horn, Fairbanks, AK 99701 
I 


toll free: 800-235-0689 fax: 907-451-1949 


Vie cede is www.absAK.com 


Alaska Battery Anchorage, AK ph: 907-562-4949 fax: 907-563-4900 
Distribution Center Renton, WA ph: 425-251-5745 fax: 425-251-5748 


BRUSHLESS 
HARDENED STAINLESS RUNNER 
BATTERIES OR GRID-TIE 
NO ADJUSTMENTS 
Head Range:30’ - 500’ 
Flow Range: 5 - 600gpm 
Power Range: DC Direct: 750W; 1500W 
AC/DC Units: 1200W - 4KW 

Transmission Voltage: DC Units: 12-120VDC 

AC Units: 240VAC or 440VAC 
Battery Voltage: 12, 24, 48V 


Wag 


OAS AC ODS) 


The “Cadillac” of Wind Generators 
© 1,800 Watt Short Case 


© Professionally Restored 
& stored for 20 years 


© Complete, ready to fly 
and make energy. 


$7,000 or best offer 


(Serious enquiries only) 


Contact ben.root@homepower.com 


BZ Products Model MPPT500 
500 watt 45 amp Maximum 
Power Point Solar Control 


¢ Up to 45 amp output current 

¢ 500 watt PV input 

¢ Universal PV input 12 to 48 volts 
e 12, 24 or 48 volt output 


BZ Products 


Model MPPT250 
250 watt 25 amp Maximum 
Power Point Solar Control 


Up to 25 amp output current 

250 watt PV input 

12 to 48 volt PV input 

15 amp low voltage disconnect standard 
Aux battery trickle charger standard, 
optional enclosure available 


Both Controllers offer: 
Boost charge current ¢ PWM float control 
up to 30% ¢ Battery temperature 
Microprocessor control sensor standard 
95% efficient Five-year warranty 
Digital metering Made in U.S.A. since 1986 


BZ Products, Inc. 
314-644-2490 * www.bzproducts.net * bzp@bzproducts.net 
7914 Gravois, St. Louis, MO 63123, USA 


Deep Discount on Hands-On PV Training! 


NorCal Solar (a nonprofit & Northern California chapter of ASES) has 
won Federal stimulus dollars to discount PV installation training: 

+ Training is IREC/ISPQ accredited and registered with NABCEP 
Entry Level program 

+ Trainer-partner is Solar University 

+ Training lasts one week in Livermore, CA 

+ Training must be completed by September 30, 2011 

+ California solar employees, local public employees, and 
contractors are eligible - certain qualifications apply 


Contact Us: 


info@norcalsolar.com 
www.norcalsolar.com 
510-705-8813 


oie Northern 
. California 
my NorCal Solar Ener 
Sola mn 


Association 
Promoting solar energy solutions since 1975. 


User Friendly Hydro Power 


Alternative Power 
& Machine 


a Now Featuring Permanent Magnet Alternators 


4040 Highland Ave. Unit #H * Grants Pass, OR 97526 * 541-476-8916 
altpower@grantspass.com 


www.apmhydro.com 
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tales of off-grid living 


Backtracking 


by Kathleen Jarschke-Schultze 


- a 
UENCE NG a0 
. Mmmm! <A. 
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I never quite know what topic will stir my readers to respond, 
but two recent topics garnered quite a few responses—“ Zombie 
Containment” (HP140) and “Home on the Range” (HP141). 


Keeping On 

My husband Bob-O and I have passed a winter with our 
earth-sheltered, 20-foot-long steel cargo container. Dubbed 
“The Keep,” its gleaming stainless steel shelves now hold 
canned and home-canned food, dry goods, onions, potatoes, 
and empty canning jars, with a few miscellaneous items 
thrown in for good measure. 


The temperature in The Keep has ranged from 65°F to 
41.5°F (the latter when the temperatures outside dropped to 
the single digits). Humidity fluctuates between 40% and 65%. 
I decided to use my basement pantry exclusively for wine 
storage, since its temperature varies by less than 10°F. 

But our potatoes and onions have never stored so well as 
in The Keep. As I write this in March, we are still eating our 
garden-grown onions, potatoes, and carrots. They like dark, 
real dark, and cold. I tried to store green tomatoes to let them 
ripen off the vine. What seemed like a good idea at the time 
had a tragic and compostable end. 
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Our last frost date isa month behind many regions’ dates. 
So I’m keeping my bare-root blueberry bushes dormant in 
The Keep until the right time arrives to plant them. 

To answer some of the questions I received: No, we did 
not vent The Keep’s roof. We have no plans to breach the 
integrity of the container roof in any way. There is 1 to 1 1/2 
feet of dirt on top of the container. The container has no leaks 
or inward bulging of its sides. 

A reader from North Carolina wrote to ask about more 
details of The Keep, questions Bob-O responded to in this letter: 


I don't know if the dynamics of burying a 40-foot container 
are different than for a 20-foot container (probably), but 
there are a number of things we have learned about it. Most 
of what you read says, “Don’t do it!” in the first place. 
Maybe those people are right; time will tell. 


Kathleen and I live in a fairly dry climate. Twenty to 24 
inches of rain is a good year for us and it rarely rains during 
the summer. In North Carolina, your mileage may vary. 


Containers are very strong in just five places—the corners 
and the floor. The sides and top are nearly unsupported thin 
metal and cannot handle the weight of wet earth without 
buckling. That’s why we put old barn roofing on the three 
buried sides and roof, plus shored up the inside with 4-by-6 
uprights and cross beams. Although it looks kind of like a 
mine shaft in there, this interior skeleton provides lots of 
places to hang things like onion bags. 


Between the cross beams, we strung 2-by-6 purlins 
lengthways. We used a hydraulic jack to push up the middle 
ones so the outer roof would be somewhat domed to help keep 
water from pooling on the roof. 


Annual ambient temperatures at our site range from about 
10°F to 104°F. To combat this wide temperature swing, 
we built an insulated 2-by-6 wall about 2 feet inside the 
container with a good exterior door in it. 


Even though root-crop storage calls for much higher 
humidity than what is typical in the container, Kathleen 
says that her potatoes, onions, and carrots have never looked 
this good at this time of year. 


Ranging Around 

I really have to thank all the people who took the time to 
e-mail me about my new propane range, and the anonymous 
female voice on my answering machine who explained how 
to adjust the burner flame. 

My new friend Marty said it best. “I have converted a 
number of stoves from natural gas to propane and, without 
exception, even at minimum, the flames were way too high.” 

For those of you who are wrestling with adjustments, 
here are a few tips. The knobs pull off to reveal a set-screw 
about 2 to 2 1/2 inches inside the shaft. You'll need a 3/16-inch 
screwdriver to adjust the set-screw. Then: 
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1. Loosen the knob. 

2. Light and set the burner to minimum. Then pull the knob off. 

3. Adjust the flame to the desired height by turning the set- 
screw. (It can be pretty tough to adjust until you get a feel 
for it.) 

4. Reinstall the knob, and turn off the burner. 

5. Repeat for the remaining burners. 


Several readers informed me that Peerless/Premier is 
going to discontinue their piezo electronic ignition models 
due to a small amount of mercury used in the controls. The 
government has made it a requirement to use glow bars in 
all ranges. This is an issue where one environmental issue 
conflicts with another environmental goal—saving energy. 
The least-expensive ranges already have glow bars; by June, 
all will be manufactured with them. The only way you will 
know is by the serial number, which will have a prefix to 
indicate it is a glow bar-equipped stove. 


And On... 

We are pleased with The Keep and I have adjusted my range 
burner so that now the flame can be lowered to simmer rather 
than boil. Our sights are set on new horizons in our personal 
quest for greater sustainability. Bob-O is making a series of 
portable cold frames to extend our growing season. 

I have taken advantage of the huge “backyard chicken” 
movement to purchase a chicken coop kit from a local shed- 
building company. The Chicken House of Mystery (see 
HP101) will now become the Garden Toolshed of Mystery. 
My kit is the chicken coop I would have built, if I had known 
what I was doing. I have the parts, I have the instructions, 
and I have a cordless drill. The Poultry Palace promises a new 
efficiency in my free-ranging flock’s care and management. 
Now, where did I leave that drill? 


Access 

Kathleen Jarschke-Schultze (kathleen.jarschke-schultze@homepower. 
com) is building a chicken coop and run, without mystery, at her off-grid 
home in northernmost California. 
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Zep System II 
Zep S O la [ PV Module Installation System 


LOW yy HUGE 
MATERIAL 4 5 LABOR 


COST 7 ~~ SAVINGS 


Zep System II hardware is designed for 


use with Zep Compatible PV modules. 


» Eliminates Mounting Rails Zep Compatible PV modules contain the 


» Ultra-safe Integrated Grounding patented Zep Groove frame design and in- 
» Structurally Robust (winds up to 150mph) teroperate with Zep Solar mounting and grounding hardware 
» Rapid and Precise Array Leveling as well as other Zep Compatible installation accessories. 
» Simple to Design and Install 


» Array Skirt Offers Enhanced Aesthetics For alist of Zep Compatible PV modules, visit: Zepsolar.com 


Yin The Zepulatoris asystem design tool that allows you to configure arrays per site 
engineering requirements, generate bills of material, and produce project summa- 


Zep U lato l : ries for thorough permit submittals. Check out the Zepulator at: Zepulator.com 


U.S. Patent #7,592,537, U.S. & Int'l Patents Pending 


25 - 30% more efficient than Hi Output Alternator 
Marine Grade Construction throughout € 
Re-connectable Stator 

Retrofittable on existing turbine 


if 


Manuractired| by Lo Fowernen gine ering 


PO) Box soy, 
Redway;GAY5560) 


PVMax™ Ground 
Mount System — Ideal 
for Small to Mid-Sized 
PV Installations in 
Most Terrains 


Durable, corrosion resistant components to withstand the elements 


Schletter Inc. es : 1 i Solar Mounting S) 
3761 E Farnum Place, Pre-assembled support kits for quick assembly CHL ETT ER 
pa i - Made in the USA, ARRA compliant | Ine 


Visit WWW.PVMAX.US for more information or call technical sales at 520-289-8730 


ef 
5.) 


Sunt lowsNEMAZR) SAB atteny Enclosures: 
hold Uidionmore sealed Batre es 


SAID Available Pre- Wired &' Ready) to) Deploy, 


a ee 
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DIFFERENTIAL TEMPERATURE CONTROLLERS 


simple and 


control : 
reliable 


12 Volt 
circulation 


pumps made in 


USA 


Improves performance of PV pumped solar thermal systems 
www.ArtTecSolar.com 


H-Hypbro.com 


A turbine sized to your site: 
from 50W to 500kW, 
82-700mm pitch diameter. 


Do-it-yourself or OEM 
Engineered composite 
or hardened stainless spoons. 
Since 1999. 
Custom systems from 2kW up. 


ENGRAVED 
LABELING 
FOR PV SYSTEMS. 


AFFORDABLE PRE-MADE 
AND CUSTOM CODE LABELS 
FOR ANY STATE. 


2002-2005-2008-2011 NEC® Compliant 
Order Online, Phone, or Smartphone. 


www-.specialtysolarsupply.com _ tel 206-201-3482 


- 


._, Precision ecige ee piel 


° Self, Cleaning , : 7 
e Easy Installation ©.’ , - 7423 
¢ High\Gapacity Hydro, ‘Agricultural, 


¢ No moving parts 


“sDomesticyDiversions 
opi from40 gpm'to'500 cfs 
nfountings y 


~ a ust, Ly 
- wwwihydroscreen.com ~\ 


ortall (303) 333-6071 


ah ig ay RKWEIR@AOL.COM 
‘Weldon’ Ej just selfs eff Screens; wt oa lutions! 
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Authorized Roe (“5 Battery Dealer 
www.raestoragebattery.com 


STORAGE BATTERY 


ESTABLISHED 1945 


Renewable energy does not mean continuous 
energy. Therefore, you must have dependable, 
reliable batteries... 


Rolls, the World’s Best. 
+ Unsurpassed cycling 
* Industry's largest liquid reserve 
* 10& 15 year average life span: 
* 7 & 10 year warranties 
© 4000 Series ~ 7 yr warranty / $000 Series — (0 yr warranty 


Phone 860.828.6007 Fax 860.828.4540 POB 8005 Berlin, CT 06037 


RightHand Engineena 
Experts in 
e Non-recurring fees 
o Residential 
o Community Kiosks 
o Multi-site Telec: 
e On & Off 
e Displa 


gee ghee 


12° 24°120 MOLT. LED LIGHTING 


CENTRAL LIGHTING 
2092 CR 1800 E 
ARTHUR, IL 61911 
BRILLIAN 217-543-3294 


White Light! 
A division of TOOLS PLUS 
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renewable energy 101 


VAW Ts 
‘s HAW Is 


As a wind industry consultant, I get a lot of mail from folks 
with wind generator ideas. At least weekly, someone asks if I 
can give feedback on a design. More often than not, these are 
vertical-axis wind turbine (VAWT) schemes. 

VAWTs come in a variety of configurations. The simplest 
homebrew Savonius models use a 55-gallon drum split in half 
vertically, with the two halves offset. Darrieus turbines, which 
look like giant eggbeaters, have shown up on experimental 
wind farms. But these machines are rare compared to common, 
tried-and-true horizontal-axis wind turbines (HAWTSs). 

VAWTs suffer from several technical challenges: 


e Half of the swept area works against the wind 
e Difficulty with start-up, shut-down, vibration, and fatigue 
e Challenges with mounting on towers 


For these reasons and others, many wind experts conclude 
that VAWTs will never be able to be as efficient or cost- 
effective as HAWTs. But perhaps more devastating to any 
possible success for these designs are the misconceptions 
and hype that surround them. The rhetoric includes common 
mythical comparisons to HAWTs, such as they: 


e Don’t need tall towers to produce significant energy 

e Can be effectively mounted on buildings or on the ground 
e Are better because they “take wind from any direction” 

e Are better in low wind speeds 

e Are better in turbulent winds 


When examined in the light of physics and real-world 
experience, all of these ideas are substantially false. 

VAWTs actually predate 
HAWTs, and mechanical 
vertical-axis “wind ma-— 
chines” apparently existed 
more than 2,000 years ago. 
If VAWTs were the magic 
that their promoters suggest, 
I suspect that we would 
have seen success in the 
marketplace before now. The 
market is a great winnower 
of technology and can tell 
us what has promise. In the 
long run, people buy things 
that serve their needs—in this 
case, machines that actually 
generate useful amounts of 
energy over the long haul. 


©iStockphoto.com/RFStock 


Almost all of the turbines 
you'll find in productive, 
working systems are hori— 
zontal-axis. This is not 
because VAWTs have been 
suppressed, or that there’s a 
conspiracy against them. It’s 
because HAWTs work better! 
Decades of wind turbine 
design and experience show 
that HAWTs outperform 
VAWTs in energy pro- 
duction and_ reliability—as 
well as profitability for the 
manufacturers and installers. 

Does a VAWT offer 
any advantages? I’ve been 
asking myself this question for many years. So far, the only 
true advantage I can see is aesthetics—some people like how 
these machines look. And aesthetics are important to most 
people. However, if aesthetics are the only true “advantage” 
of VAWTs, let’s not put much emphasis on it. Or, we could 
remove the generator, make ourselves a “spinny thing” to 
entertain our aesthetic senses, and save a lot of money and 
avoid disappointment. Underperforming VAWTs (as with 
underperforming anythings) distract us from products that 
actually deliver. 

Perhaps some day we'll see a successful VAWT in the 
marketplace for more than a matter of years. Perhaps we'll 
see one that is durable and productive (though I don’t expect 
a breakthrough, or an improvement over HAWTs). I remain 
open to this possibility, but remain guarded about the claims. 
Caveat emptor. 

There’s an easy test for whether a wind generator is 
worth buying or not. Find a system that has been installed 
for more than a year and get energy production numbers. 
Typically, when we ask VAWT salespeople for this info, they 
go scurrying to find a more gullible customer. But if you are 
trying to buy a machine to produce energy for you, it makes 
sense to verify how much energy it actually produces. 

—Ian Woofenden 


HAWT 


Courtesy Kestrel Wind Turbines 


For more on the drawbacks and realities of VAWTs, see 
“Thoughts on VAWTs” (HP104) and “Ask the Experts” (HP124) 
online at www.homepower.com/webextras. | he 
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ONE MEAN BATTERY 


Available in 20 countries on 6 continents worldwide, 
Rolls offers the broadest product line of deep cycle, low maintenance and maintenance 
free batteries for the Renewable Energy market. From large-scale storage to small 
village electrification, our flooded or AGM storage batteries deliver the power you 
need every time. Each is backed by our industry leading warranty, solid reputation 


and 97% recyclable at end of life. Green just got a whole lot meaner. 


BATTERY ENGINEERING 


Superior Cycling | Dual-Container Construction | Widest Range of Specs 


Largest Liquid Reserves | Easiest to Install | Longest LifeSpan | Premium Warranties 


1.800.681.9914 sales@rollsbattery.com rollsbattery.com 


ET Solar brought you “Back to Black” last year. 


Now we bring you Zero-Rack. 
ET Zero-Rack Series modules are Zep Compatible. 


Intersolar 2011 

Date: 8"-10" June, 2011 
Location: Munich / Germany 
Booth: A4/250 


© 0 to +5W positive tolerance for mainstream products @: [om Solar 
© Local technical support © Local warehousing 


26th European Photovoltaic Solar 
© 48 hour-response service 


Energy Conference and Exhibition rassion Tol green 
Ox 2x VS Date: 5"- 8" September, 2011 SEIA =: z 
. = PV CYCLE 
CE IEG 2 4 Laan Location: Hamburg / Germany Mente CO EPIA wy 


www.etsolar.com Booth: B6/B38 


